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PREFACE TO THE ElEST EDITION. 



Tbk increasing Interest taken in Water-pressure Machinery, 
and the extended field which has opened out of late years 
tor its employment, have led me to record, in a form con- 
venient for reference, existing experience in this hranch of 
Engineering. In this task I have availed myself of the 
information puhlished in the Proceedinga of the Institution 
of Civil Engineers, the Institution of Mechanical Engineers, 
the Iron and Steel Institute, and of other Societies. I have 
thus not confined myself within the range of my own pro- 
feesional practice, but have utilised the experience of others 
wherever I have found that it would inci'CBSe the usefulness 
of the book. 

It affords me much pleasure to acknowledge the ready 
response that has invariably followed any request for par- 
ticulars or for drawings to enable me to illustrate the 
varieties of Hydraulic Apparatus to which I desired to refer, 
and I believe that I have recognised in the proper places 
throughout the work my obligations to all who have thus 
kindly assisted me. 

At the commencement, I refer briefly to the " Flow of 
water under pressure," and show the practical value of some 
interesting experiments which have recently been made, and 
which have enabled new formuls to be deduced for the 
diachai^ from pipes. The employment of water-pressure 
mains, to transmit power through the streets of a town on 
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VUl PBEFACE. 

the principle which I have termed " Power co-operation," 
Is steadily gaining ground. The first works of the kind 
were tiiose which I carried out in Hull in 1876, and the 
promotion of similar undertakings in other towns will afford 
an increased field for utilising hydraulic power. 

Whilst describii^; the most interesting types of Hydraulic 
Machinery, I have abstained alike from criticisms on the 
details of construction, and from any attempte to lay down 
fixed rules for the employment of any particular appliance. 
The conditions which render one form of appliance more 
suitable than another vary in almost every case, v that 
each requires to be dealt with according to the practical 
circumstances which govern it. 

As my earliest experiences in this branch of my practice 
were gained nearly thirty years ago, when with Sir William 
(now Lord) Armstrong, I have dedicated this book to him ; 
and his friendly acceptance of this dedication has enabled 
me, in these later days, to refer to an association which I 
look back upon with pleasure and pride. 

HENRY ROBINSON. 
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PREFACE TO THE THIRD EDITION. 



SiNOK the Second Edition of this book was prepared. 
Hydraulic Power has been employed for many other purposes 
than those to which I then referred ; and as the necessity baa 
arisen either of reprinting the book as it stands, or of revising 
it, I have thought that, by incorporatii^^ some more recent 
information which is available, the usefulness of the book 
would be theieby enhanced. This view has been encouraged 
by many professional friends whose opinion I value, and 
whose aid has been readily afforded me. I desire to ac- 
knowledge the asBisbance that 1 have received from my sons 
Keith and Leigh. 

HENRY EOBINSOK. 
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VioTOKiA Stkxbt, Londoh, 8.W., 

JforeA ISOi. 



Digilizcd by Google 



DiBiiizcdb, Google 



CONTENTS. 



dlboharqx tebouoh outiom, . 

Gavoing Watbk bt Wubb, 

Flow of Watbk THRoroa Pipks, 

Cbitical VMiOOity, 

Thk Aoochulatob, 

The Flow or Solids, 

Htdraulio Prksbu, 

Otoloni Htsraulio Baliho Pbbbs, 

Ddplkx Ctlihdxs Fomaura Taxm, 

Paoxino, .... 

Akdbrtom Htdraitlic Lift, 

Barton Oanal Aqdbsuot, Havohuteb Sbip 

Htdraulio Hoiara — Lirre, 

Thb Oi'ia Slctator, 

OiABoow Habbuvr Elbtatou, 

Ubrbst Bailwat Lim, 

CiTT AND South London Bailwat Liitb, 

tim VOK StTBWATB, 

Waoom Lifts, 

Nbw Etdbaclio Litts or tbb Eitrl Towbr, 

Gjuih Blbtatobb, 

Watoood'b Lift and Hoist, 

Staob Haohinbrt, 

Hydraulic Capbtanb, . 

HTSRAULIO T&AVBB8BB8, 

uotablk jloobb hout, . 
Btdbaulic Vaoom Dkop, 

Htdbaulio Uaohimibt on boabd Skip, 
Htdbaduc Haohikbby Apfubs to BBnwn, 
hsdkanlid powbb at thb fokth budox, 
Thb Towbb Bbidob, 
DoOKoATB Haohinbrt, 
Shop Tools, . 

Twxddbll'b Htdbaulio 
Etdradlio Stationabt BimxiB, 



Digilizcd by Google 



X.U 



CONTENTS 



Htd&auuo Dktll, 

Hahholb Cdttbb, 

Htdradlio Drill at St QoTHAVit TttHNU, , 

HrnxAUuc Eam, . 

Pkaksall's Htdbaulio EHOtHS, 

PoMPiKo BxaiDBs, 

PnuPiNO EHOinn fob Hikes, . 

The Wobthikotoh Pdmfiho Ehoihb, . 

CoMPBNBA-nvo CrrjKDBU, 

Davt'h Fuhpiho Engihes, 

Tub Oubatbbad Sbibld, 

Htdbavlic PftnsBB fn the Sbirld, 

HvDBAULic Brake, 

Utdbavuo Power Ap?usd to Qunnbbt, 

DiaAPPBARIKO Odk^ 

Jet PBoniLsioH, ... 
Htdbaulio Jet for Pile Siskiito, 

GBEATHEAD'S InIEOTOB HTDkANTB, 

Ball's Pcup Dredoeb, . 

HTD3AUUC Pile Driveb, 

Htdraulic PjLB-SoKBwiHa Apparatus, 

HiDRAOLio Excavator, . 

Sch^neetdbb's Prbbbubb Rbqulatob, . 

Deacok's Diftebemtiating Waste-Water Hetkr, 

Imperial Pobitite Water Uetbb, 

Kbnt's Standard Water Hetbb, 

The Vbntobi Mbter, 

Tbb Beoordbr, . 

Htdraclio PonEB Applied to Railway F 

Htdbohbtbr wite Pabaobutis, 

Dtiliriho tbe Tiobs, 

The aiBAim-BARHi Htdkadlio Railwat, 

POWEK CO-OPKEATION, , 
HaKCH ESTER ETSBAULIO POWBB, 

HVLL Htdbavlio Powbb, 
Obntbifuoal Puhpi, 

COMPODHD CxHTSUimAL PUXP, 

Water Wbbsls, . 
turbinkb, .... 
VOtkbe Watir Powkr, . 
NiAOAKA Falls, . 



Digilizcd by Google 



LIST OP PLATES. 



1. Flow or Watbb ik Shoots Fifbb, 

2. ,, „ New Cast Ibon Pifu, 

S. „ ,, ,, BriOK CVLTXITB, 

4. Arhbtkono AoonMCLATOR, . 

5. Ctolonb Htdbahiic Baliho Fbis«, 
8. Davt*b Duplex Ctundee FoRoixa PBma, 
T. Barton Aqvxdvot, Hamobbbter, . . 

8. OriH Elktator, .... 

9. Mbbsbt Bailwat PABSENasR Lift, 

0. 0. k S.-W. Railway DiBsor-AirnBa Wagon Lift, 

1. Obain Elevators, Fkamefort, 

3. „ „ . ■ 
S. Htsraclio Ekoinb, .... 
1. Grain CoNTEiAKoma Uaohine, Terowiho-oft Afparatvs, 
S. TCBHOYBE HrsBAVLio Capstak, . 
I, Elswioe HTDSAtTLio Gafstan, 
r. Movable Jigqeb Hoist, 
I. Etdbaiilio Enoihberino Coufaht's Jiooxr, 
I. Htdraulio Oooim Crane, . 
). Station Crake, .... 
I. Crake at Botal Italian Arsenal, 
!■ Elswior Hvdbadlic Crake ros. Storiho Coal, . 
). HOTABLE Htdraitlic Crane, 
I. Crane for Loadino Colliers, 
i. Elswiok Hotablb Htdraulio Crake fob Coal Loasiko, 

I. ,, FiXBD Coal Hoist, 

'. ,, Movable Coal Hoist, 

I. „ Htdraulio Crane on Board Sbip, 

I. Htdeaulic Swing Bridoe, , 

t. OuBB SwiHO Brume, Vertical Trakbvxbse Section, 

„ ,, Half Seotion of Enoike Booh, . 

i. „ „ LoOKiNo Gear, 



Digilizcd by Google 



IV LIST OP PLATES 

I. Elbwiok Oau Csab, 

I. Htbbadlio Lock G4TB Haohihb, . 

': Htdkaulic SLUiom Hachihb, 

I. KbliLtitb EATsa of Haobinb akd Hand RiTEmMO, 

'. Uaro Berbiib-Fohtaikk Htd&atilio Dbill, 

I. ,, WITH Stowb Shaft Attaohubkt, 

>. Mabc Bbrsibr-Fontaikb Hakholb Cdttbb, 

). Thb Bbandt Dbill, ...... 

\. ,, „ AS VBED TOE THB SlHPLON TuHKBL, 

I. Pbabball's Htdraitlic Ekqimb, 

I. Elswice Hydbavuc E^HPiHO Ehoikb, 

i. EUWICK COUPOCND CONDBHSINO POKPIIIO ENQINB, 

I. HrDBAnLio PoMMNo Enoini fob TABKANrA, 

'. WORTHIHriTON PUUl'IHO BNOINB, . . . . 



„ „ Otlikdbr Diaorah, 

. HYDBAtTLio Shield, Citv xkd S. Londok Railway, 
I HvDRAULia Bbakb, ..... 
:. Oandt Sprinklbr, ..... 
. Ball Pinip Dbbimisr, .... 

^ Injsotoh Hyurant, ..... 
i. Wriohtson k Clark'8 Screwiko Afpabatuh, 
. HTPiuuLto Excavator, .... 
I. SohOnbbtubr'b Pressure Eeoulator, 
I. Kbit's Waiir Hstbr, .... 
I, iKRiaATma Uaohinbhy, .... 



Digilizcd by Google 



LIST OF PIGUEE8. 



TBB 



. Tkha Contbaota, ..... 

. Flow or Watbr from Sharf-Bdgbd Tube pRonoTiNa 
TcBaiL, ...... 

. Flow of Watkr fboh a Coki Pbojrctihq Inwahdb, 

„ „ Sharp-Edobd Orifice in Flat Platr, 

„ „ OoKB Peojrctinq OirrwABDB, . 

(Anolb 48° 60'), 
(Abolb 18° 24'), 
(Anolb IS* 
(Aholb 8° IV). 



LOHO COHS 

TnflB 



17°). 



14. DiASBAM OF Flow o 



CoHK ,, (Akglb G°0'), 

Large Anolb), 

CONOIDAL OmPIOB, 

r Watbb otkb Sharp-Edobd Wbir, 

, „ THRODQH A TrIANOULAB HOTOH, 

„ „ IK AN Ibbeoulax Chahkbl, 

. DiAaRAK OF Htdhaulic Oradibht it( Opbn Chankbl, . 
, DiAOBAH OF Htdbavlio Qradibnt in Pipe, 
. Rbykolm' Exfbbimbnt with Coloob Band at Low TBLoonr, 
„ AT Critioal Tblooitt, . 

,, „ AS BKBM BT ELECTBIO SpaBK, 

\, PiPB WITH SitDDBK Cbanqb 07 Diambtbb, 

i, DlAOBAM or PRBBSDBZS AT OoNTBACTION IK A PiTB UoDITIBD TO 

Allow fob Fbiotioh, ..... 
I. iNTBHBirYiNO AocmnrLATOR, .... 

'>. Flow of Lbas uhdbb PsBaanss (ID Diaos], 



. Pacxino FOB CrLiNDBBg OF Htdraduc Capstahs, 
I. Sbotion of Tbial Stckbnt of Cast Ibon Pbbbb, with Stbbl 
Hoo?s, ....... 

'. La LonnfcBB Lift, ...... 



Digilizcd by Google 



VI LIST OF FIGURES 

. Htdbaulio Subwat Lut, . 
„ Waqok Diop, . 
„ Maobikxet fob Basby Doozb, 



:. Twkddbll's Htsbai7lic Bivbttsb, Sisb Elevatiok, 
„ Bmd Blbvatioh, 



109 
109 



„ Flam, 

„ lonoitudihal swtnom, 

„ BacE EbBYATIOK, 

„ SectiohaIi Plan ofTaltb Box, 110 

,, LoNoiTUDiKAL Sbctioh OF Rah, 110 

I. Twsddbll'b Pobtablk Etdraulid RiTETTEB, Sbctiohal Elevation, 111 
!. „ „ ,, End Elbvatioh, 

). Ball and 9ookbt and Dodble Rioht-Anolbs Joihtb, . 
', Indioatob Diagram of Htdrai7lic Eitmtbb, 
I. ,, Showino DisTsiBunoN OF FnicnoH, 

I. „ ., WOEK, 

). Htdbadlio Stationabt Rivbttbii, .... 

I. Twbdsxll's Pobtablb Htdbaulid Sivbtteb, DiBEor-AonNQ Tips, 120 

i. FlKLDINO'B ,, ,, HlHDED TYFB, 

i. TwBDSRLL'a Htdbaulid Boileb Flats Bbndiho Haohimbs, 

I. „ Htdeaulio Flanbeb, .... 

i. „ „ Flanoiho Pebsb, 

1. Davy's Pumping Ehoinb, ..... 

'. Obbathbad's Shield, Back Elbtatioh, . 

I. „ „ Elevation, bhowiho Cuttee, 

I, ,, ,, Section of SHrau), 

), „ „ LOHOITUDINAL SECTION OF OKOOT HiXEE, . 

:. „ „ Cbqss Section „ ,, 

!. He Tatassboe'b Htdbauuo Eecoil Peebs, 
1. „ „ ,, Bt-Pabb Valve, 

1. Bbcoil Press of a Quice-Fibino Gdh, 
i. He Deacon's Diffbbbntiatino Wabtb-Wateb Hbtee, . 
I. Imfeeial Pobitivb Hbtee, .... 
„ „ Section, 



I. SE4TTI0H OF VeNTOEI METEB, 

L SBonoN OF TsNTirRi Uetee Bbcoedeb, 
. CENTEmoAi. Fdmp fob Salvage Woee, 



1S> 
193 



Digilizcd by Google 



HYDRAULIC POWER 
HYDRAULIC MACHINERY. 



The weight of a cubic foot of distilled water is 62-499 lbs. avoir- 
dupois at a temperature of 39° Fahrenheit, At a temperature 
of 62° the weight of a cubic foot of water is 62'355 lbs. Although 
water has been proved by experiment to be compressible (but 
very slightly) under great pressures, for all practical purposes it 
is taken as incompresBible. The compressibility of water ia one 
twenty-thousandth for an increase in pressure equivalent to an 
atmoephere. 



DISCHARGE THROUGH ORIFICES. 

Torricelli discovered in 1643 that the velocity of a fluid flowing 
through an oriflce in a vessel ia approximately equal to that which 
a solid body would acquire in falling a height corresponding to the 
distance between the level of the fluid in that vessel and the 
centre of the orifice. Employing symbols to represent this : — If v 
is taken for the velocity in feet per second, H for the difference of 
level or head in feet, and g for the measure of the accelerating 
force of gravity, or the number of feet per second at which a 



Digilizcd by Google 



2 HYDRAULIC POWER AND HYDRAULIC MACHINERY. 

falliiig body is moving at the end of the first aecond (equal to 

about 32-2), 

Then 

or 

- 8-024 JH 

If to the natural head (H) be added artifici&l preBBure {H^), 

then 

V " 8-024 ^W+W 

The quantity disobarged from an orifice is proportional to the 
area of the opening and the velocity. As the sectional ares of the 



II 



O'SM 

till! 

! 



.11 „.. 

Fig-l. 
jet is less than the area of the orifice, the quantity discharged is 
not found by multiplying the area of the opening by the velocity, 
but a coeflicient has to be applied to represent the extent of the 
reduction of the area of the jet (called the Vena Contracta). 
If 

Q = Diachai^e in cubic feet per second. 
A = Area of the orifice in square feet. 
<?— A coefficient. 
Then 

a =0.^x8-024 Vff 

The amount of the reduction in the area of the jet, caused by 
the Vena Contracta, depends upon the shape and the e^es 
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DISCHABGH THROUGH ORIFICES. 3 

of the orifice aDd upon the head. If the orifice is circular, and 
its inner edge is perfectly sharp, the diameter of the iaauing jet 
mil be about 80 per cent, of the diameter of the orifice, or the 
area of the jet will be about '64 that of the orifice. The value 
of the coefScient C in the above expreeaion will be generally lesB 
than '64. This form of jet is shown by %. 1. 

The following Table gives the results of experiments, with 
sharp-edged circular orifices, by various observers in the past : — 





Hwid, 


Orlfloa. 


OMBcknt. 


E]rt«lw.iii, 

T«DtDn, 
BwiiiJe, . 

VIdLbMdb. 








2-4 
O'fl 
27 
2-S 
1-0 
2-0 
20 
20 
0-S 
0-8 


iMh. 

1*0 
1-0 
1-2 
!•< 
1-0 
1-0 
1-2 
1-S 
1-2 
16 


0-618 
0-6M 
0-eM 
0-622 
688 
0-61S 
0-611 
0-60T 
0-623 

0-eu 



Experiments were made by the late Mr James Simpson and 
Mr John Q, Mair-Humley, and the results (communicated to 
the Institution of Civil Engineers) are given in the following 
Table:— 



COSFFIOIBKTB or DlSOHAROI VBOM ClBCDLAB OalriCBg. 
Tempeimtnn 61' to S6* Fahr. 
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0611 


0-6D6 


0-810 


0-607 


0-608 


0-807 


0-60S 


£1 


0-612 


0-811 


0-611 


0-606 


0-611 


0-606 


0-604 


0-607 


0-6CE 


34 


0-609 


0-61S 


O-«0» 


0-606 


0609 


0808 


0-604 


0-604 


0-606 
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4 HYDRAULIC POWER AND HYDRAULIC MACHINERY. 

Professor Unwiu haa deduced, from this Table, the following 
formula for the coefficient of diechoi^, which is applicable 
within a limited roi^e ; — 

O = 0-6075 + —^ - 0037/? 

where H is the head in feet, and B is the diameter in inches. 
Orifices of this form afford a very convenient method of 
ganging the flow of water during trials of engines and hydraulic 
machinery, but the variable coefficient haa always been a draw- 
back. With a view to obviate this Mr Edgar Thrupp has 
examined the experiments on 37 different orifices with the 
following results : — 

(1) The discharge is not proportional to the square root of 
H, unless the diameter of the orifice Is about 6 inches, 

(2) The area of the jet is not proportional to the area of the 
orifice, but is more nearly proportional to Ifi"^ (/* beii^ the 
diameter of the orifice) when 5 is 1 foot 

If 

Q = discharge in oubic feet per seooud, 
ff » head of water in feet, 
and 

D = diEimeteF of orifice in feet, 

the following formula is arrived at from the 37 orifices : — 

and 

n = 1-97 - 0-08 log Z). 

Some experiments on orifices, 1 foot and 2 feet in diameter, 
give values of ra as about 1-97 and 195 respectively, while other 
experiments on orifices less than one-third of an inch in diameter 
show "n" as high as 2-15. 

After determining D, the formula may be simplified to 

Q - « Vh. 
As an example, take Z> = '25 foot 
Then 7( = 2'02 andx=2-39 and 

Q = 2-39 '7:h" 
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DISCHARGE THROUGH ORIFICES, 



eDsoitn OTAccDKAtnr or tusFokmuli Q=S'7l&D^'^ !^B 

BASED ON 213 EXPEKrllRHTS ON TBB DtaOHAItaE OF 37 saARF-BDOEI) 

CIRCULAR ORIFICES. 



ITUIB 


Hamlwr 


D,™.U, 


H-drfWttttln 


U»nEnorol 


ol 


Of 


feet. 


nirmiiU 


OBSUrSB. 


SKi- 


OiUkwIn 

bwt. 








Mulmqm. 


Hlalmnm 


+p«roMit-|-perc«nt. 


Ellis, . 




20 


9-84 


T77 




- 1-70 


HimJltoD-Smitb, 




roi 


106 


1-05 




- 2-00 


El]«, . . . 




1-00 


17-72 


1-16 


+ 1-43 




HxDilton-Smitb, 




OM 


1-00 


1-oe 


+ 0-28 




Michelotti, . 




0-63 


12-0 


6-9 


.,. 


- 0-71 


Blli., . . . 


IS 


O-M 


17-26 


2-16 




- 0-28 


HunUton-Smith, 




0-419 


1-20 


1-20 




- 0-45 


Michelotti 




0-270 


12-60 


13-60 




- 1-98 


HuDUton-Smitb, 




0-253 


1-83 


1-33 


- 1-61 


Mur-Bamle}', . 




(f-JMl 


2 00 


0-76 


- 0-19 






0-2283 


2 00 


0-75 


0-00 - 0-00 






0-2078 


2-00 


0-76 


+ 0-47 






0-1874 


2-00 


076 


+ 0-38 


Michdotti, . . 




0-18 


7-20 


7-28 


- 0-91 


Bcntit, . . 




0-178 


12-60 


12-60 


... 1 - 8-10 


Mur-Eumle;, . 




0-1886 


2-00 


0-76 


... 1 - 0-32 






0-1480 


2-00 


0-76 


+ 0-66 , ... 


WeiiWh, '. '. 




0-13 


2-00 


0-82 


+ I -46 


M4ir-Rumley. . 




0-1260 


2-00 


0-76 


■h 0-21 






01041 


2-00 


0-76 


+ 0-34 


HuniltoU'Smitb,' 


le 


U-10 


4-62 


0-129 


+ 1-06 


WeiibMh, . . 




010 


2-00 


0-82 


- 0-42 


BoMnt, . . 




0-089 


12-60 


12 60 


- B-OO 


M«ir-Rnmler, . 




0-0834 


2 00 


0-75 


+ 0-88 I ... 


WrisUch, . . 




0-088 


2-O0 


0-82 


... - 0-79 


HauUtou-Smith, 


21 


0-0498 


4-63 


0-186 


+ 0-42 




Bowut, 




0-044 


12-60 


12-50 




- 2-48 


W«i*Wb, . . 




0-O38 


8*0-0 


0-068 




- 4'2S 


StMkel, 




0-032 


4-2 


1-00 




- 0-74 


Thrapp, 




02783 


1-418 


0-588 




- 3-63 






0-02768 


1-60 


0-475 




- 417 




u 


02700 


1-76 


0-6!7 




- 3-78 






0-0212 


1-76 


0-468 




- 3-86 


Uamiltim-Sinitb, 




0-O20 


319 


0-789 


... 1 ~ 1-11 


Thrufp, . . 




0-0185 


1-76 


0-618 


+ 3-24 1 ... 




0148 


1-75 


0-600 


... 1 - 3-94 




10 


0-0092fi 


1-708 


0-496 


+ 4-00 


T<rtJ- 


316 
Eipari- 




340-0 


0-900 








SrOrificM. 


menU. 




Eitre 


mes. 





" when th* formula givei n 



e than the 



Tha ertor per cent ii called " plua 
obMrred discharge. 

The above «howi a mean error of minus 0'S2 per cent Omitting the last 
11 orifices {in which slight errors in the mesanrenient of the diameter largely 
•fleet the results), the remaining 26 orifices ehow s mean error of only mioDi 
0*88 percent 
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6 HYDRAULIC POWER AND HYDRAULIC MACHINERY. 

From the above Table it appears that if reaalts are required 
within 0'5 per ceot., the oriBce must be tested to obtain ita 
coefficient "x." 

The temperature of water has a alight effect upon the coefficient 





Fig. 2. Kg. 8. 

ot discba^ from an orifice. Experiments made by Mr Hair- 
Burnley show that with a sharp-edged orifice 1\ inches in 




Fig. 6. 



diameter, and with a head of 21 inches, the coofficient C was 
'604 for temperatures varying from 57° up to 110°, and increased 
to '607 for temperatures up to 179°. 
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DISCHARGE THROUGH ORIFICES. / 

The accompanying figures ehovr the effect of the shape of the 
outlet upon the coefficient of discharge C in the formula 
Q = C A X 8-024 Jffi^The greatest contraction of the jet 
occurs with a short tube projectii^ into the vessel (fig. 2), 



c-'84.y 




FIg.«. 



giving a coefficient of '52. F^ 4 shows the sharp-edged 
orifice in a flat plate, as in fig. 1. Figs. 6, 7, 9, and 10 are 
from Costel's experimant& In fig. 10 the coefficient '829 only 
applies in case the short tube projecting out of the vessel runs 
full at the outlet, as it generally does ; hut if the jet escapes 



■S^S. 




V^i.7. 



without touching the sides of the tube, and the internal e<^ 
is perfectly rectangular, the coefficient will be reduced to -62. 
F^. 8 is from the experiments of Mr Hamilton-Smith, jun„ 
on the nozzles used in California for directing a jet of water 
against the working faces in gold mines under a head of over 
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8 HYDRAULIC POWER AND HYDRAULIC MACHINERY. 



300 feet. Fig. 11 is from Venturi'8 experimeots with dive^ent 
mouthpieces, which showed that the dischat^ of an orifice 




could be increased by placing a cone of this descriptioD on the 
outlet. The greatest increase was found with an angle of 




divergence of 5° 6' in a cone having a length of nine timee the 
diameter of the orifice. The increase is due to the tact that the 



LC- -$29 



Ll 



velocity of water after passing through the orifice is gradually 
reduced before the free dischai^e takes place, and the head due 



Digilizcd by Google 



DISCHARGE THROUGH ORIFICES. 9 

to this reduction of velocity assists the statical head upon the 
orifice. This discovery is of great practical value. If, however, 




Fig, IS. 

the divergeoce is too great, as in fig. 12, the advant^ is lost. 
Pig. 13 shows what is called a "conoidal orifice," which is 
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lO HYDRAULIC POWER AND HYDRAULIC MACHINERY. 

shaped to coireBpond with the uatuisl form of a jet from a 
sharp-edged orifice, with the result that the coefficient reaches 
from -96 to -995. In all the cases where the outlet is tapered 
the diameter is measured at the narrowest part. The sharp- 
edged orifice in a flat plate is the easiest form to reproduce, and 
gives reeults, for any given diameter and bead, as uniform as 
any other kind of orifice, and is, therefore, the moat suitable for 
accurate gauging purposee. 



WEIRS. 
Oauginy Water by Weirs. 



Where 



For gaugii^ running water it is often more convenient to use 
a sharp-ei^ed weir instead of an orifice, particularly for lai^ 
volumes flowing in open channels. The theoretical formula for 
the flow over a weir is 

' diBoharge iu cubic feet per second. 
{ = length of w«ir ia feet. 
H ^ head of water in feet. 
C = a coefficient allowing for contraotlon, etc. 

The head is measured from the level of the edge or sill of the 
weir to the level of the surface of the water, a short distance 
up stream, at a point sufficiently removed from the weir to 
avoid the curve of the surface approaching the overfall (see 
«8. 14). 

The coetticient C is found to be about the same as that for 
sharp-edged oriiicea, namely, fiom '59 to '62, according to the 
head and the length of the weir. It is also affected by the 
size of the channel appi-oaching the weir. If the depth of 
water behind the weir is at least 4 H, and if the channel 
extends at least 3 iT beyond the end of the weir at the level 
of the sill, then the contraction is said to be "complete," and 
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the velocity of approach will be insignificant. For accurate 
gaugings these conditions should be fulfilled. 

In the event of the Sow over the weit not being free of the 
notch (and therefore not as shown by fig. 14) but pasaing 



\viffut%m.y%^ti\/pw. 



in contact with the outer part of the weir, bo that air is 
expelled from the lower side of the weir to the face to which 
the sheet of water adheres, then the pressure close to the 
face is below that of the atmosphere, and the flow i& con- 
siderably increased compared to the case of free discharge.' 




Fig. 16. 

For gauging streams of small and variable velocity a tri- 
ai^ular notch is most suitable as shown in fig. 16. 
The discharge can be calculated by the formula — 

(the dimensions being in feet), C being the coeEBcient allowing 
> Trant. Itut. C.S., Tol. ezvii. p. 421, 
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]2 HYDRAULIC POWER AND HYDRAULIC MACHINERY. 

for contraction. It is much more constant in a Vee-shaped 
notch than in a rectangular notch, as the flow is always 
similar at wliatever height the water is discharged through the 
notch. 

When running at any depth other than full, B and H become 
h and h in the formula, and its area computed. As the bottom 
and sides are irregular, straight lines have to be 8uhBtitut«d 
ae shown by fig. 16. The calculation is given for ascertaining 
the "hydraulic mean depth" which is the sectional area of 



W .a !w -ff g ^8tHiBtiamw g g3v;« !^ 




Fig. 18. 

water divided by the wetted perimeter (or the line A B C D). 
The slopes A B and C I) are toxoid to be 1 J to 1, so that — 

J B and C D = JW+^ = 10'-8 
and the wetted perimeter 

= 20' + 10''8 + Iff-S- 41'-6. 
The water surface 

J D -= 20' + 2 (6' X IJ to 1) = 38'. 

The sectional area therefore is — ^ — + 6 = 174 feet, 

174 
and the hydraulic mean depth is thus -jy^ = 4'18 feet. 

Screw " current meters " afford a means of ascertaining 
the mean velocity of a stream, as the meter can be placed in 
all parte so that the average flow is recorded. To obtain 
reliable results, however, it is necessary to find the " constants " 
of the meter by towing it in still water. 

To ascertain the "discharge" of a stream where gauges 
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FLOW OF WATER THROUGH PIPES. 1 3 

cannot be convenieDtlj fixed, fioata are employed by which 
the velocity of flow is determined. As this varies, being least 
at the sides and bed of the stream, the float observations should 
not be confined to merely recording surface velocity. To 
determine the mean velocity it is essential to make a aeries ot 
observations of velocity at points across the section of the 
stream. If there is no wind which can either retard or acceler- 
ate the movement of a l^ht float, the surface velocity can be 
found by observing the time occupied by the float durii^ 
its pass^e down the stream between two definite points 
at known distances apart. By suspending a cord with a weight 
attached to a piece of wood or cork (the length of the cord 
being arranged to avoid touching the shallowest part of tb?" 
stream), the average velocity, as distinguished from the surface 
velocity, can ba determined. A bottle or tin case weighted, so 
that all but the top is submerged, serves as a float when there 
are currente of air likely to interfere with the observations. 
Having made float records both in the middle and other parte of 
the stream, the " dischai^e " requires the sectional area of the 
stream to be ascertained. If it is a small stream, this can be 
done by stretching a line across it, at right aisles to the line of 
flow, and taking soundings at deSnite points along the line, so 
that a section of the channel can be plotted. 



FLOW OF WATER THROUGH PIPES. 

Water flowing throi^h a pipe or channel has to overcome 
the friction caused by its movement along the interior surface 
of the pipe or the bed of the channel. The amount of the 
friction is measured by the force that is necessary to overcome 
it In a conduit of uniform section, this force is the head or 
loss of presBure (" A ") in a given length {" I ") multiplied by the 
sectional area of the conduit {A). 

In an open channel " h" is represented by the fall of the 
surface line (fig. 17), the slope of which is called the " hydraulic 
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14 HYDRAULIC POWEB AND HYDRAULIC MACHINERY. 

gradient." Id the case of a pipe ruDniog full under pressure 
(fig. 18), "A" is the difference of the levels to which the water 
would rise in uiinilar branch pipes, open at the top and placed 
at each end of the length " I." If the water is at rest in the 
pipe the level will be tbe same at the points C and D, but if 




Kg. 17. 

there is a flow from .^ to £, then tbe level at D will fall below 
that at C, and tbe line C E represents the hydraulic gradient. 

At small velocities "k" is foimd to he roughly in simple 
proportion to tbe mean velocity v, but at bi^er velocities " A " 
varies in proportion to n^"™ to ^ accordii^ to the nature of 
the surface of the oondmt. The smoother the surface the 
lower the index of v. 



.?- 


„ &sAUf!f. — - 


D 

I 


^ 




B 



Pipe. 



Fig. 18. 

The nature of tbe surface is found to have a large influence 
upon " h " independent of its efTect upon the index of v. The 
temperature also has an influence on the dischai^. 

It has been said that the moving force is A x A; A being 
the sectional area of the conduit which is filled with water. 
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PLOW OF WATER THROUGH PIPES. 1 5 

The resulting mesD velocity depends not only on the nature, 
but also on the atea, of the surface in contact with the water, 
the area being a multiple of " I." This multiple is called the 
" wetted perimeter " {P). In the case of a pipe, P is the circum- 
ference of a circle having the same diameter as the inside of 
the pipe. It follows, theoretically, that v is in some way 

proportional to ., . For convenience it is preferable to 

divide ^ by A to obtain the cosecant of the angle of inclination 
of the hydraulic gradient (<S^, and to divide A hy P \x> obtain 
a factor representing the shape and size of the conduit which 
is called the " hydraulic radius " {B). This, although only a 
theoretical factor, serves its purpose remarkably well, except 
in the case of wide and shallow open channels with very 
irregular beds. 

It may, therefore, be stated that the mean velocity v is in 
some way — 



lat, directly proportional to B I or pi ; 
2iid, inveraelj proportional to S ( or -j- 1 ; 



3rd, inversely proportional to the roi^hness of the surfaoe ; 
1th, directly proportiooal to the temperature. 

The actual proportions can only he arrived at by experiment, 
so it is necessary to use diSbrent coefficients or constants to 
meet the circumstances of the case. A simple equation adapted 
to suit the various conditions is the following modification of a 
formula arrived at by Dr G. Hagen: — 

D -> the mean velocity in feet per second. 

R = the hydraulic radius in feet. 

8 •= the cosecant of the angle of inclination of the hydraulic 

(7 ~ a coefficient (representing the roughness of the surface). 
T = the temperature of the water in d^r«es Fahrenheit. 
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1 6 HYDRAULIC POWER AND HYDRAULIC MACHINERY. 

The index "x" and the root "n," as well as the coefficient 
" C," depend on the nature of the surface ; they have distinct 
values for yelocities above and below what is called the 
" critical velocity," which is referred to more fully hereafter. 

"K" is the temperature coefficient, which has only two 
values: 600 above the critical velocity and 200 below that 
velocity. 

(If the velocity were simply proportional to the absolute 
temperature, " K" would be 510 or 460 + 50, as the coefficients 
"G," given in the Table on p. 17, are worked out to apply 
to a temperature of 50° Fahr., so that for many practical 
purposes the " temperature coefficient " may be neglected.) 

Below the " critical " velocity " n " may be taken as I'OO, " K " 
as 200, and "x" as 170, thus reducing the equation (1) to the 
form 
(2) „ = __,( 1 ^ _g_j. 

In dealing with the flow of water through pipes, it is gener- 
ally more convenient to use a formula for dischai^ instead of 
for velocity. 
If 

Q, = discharge in cubic feet per second, 
D =• diameter of pipe In feet, 
and 

P = coefficient in place of " C," 

for velocities above the critical point; and 

(4) G = -p^ X ( 1 + -200-) 

for velocities below the critical point. The coefficient "i"' in 
equation (3) is related to " C " in equation (1) thus — 

The 2 added to " a: " in the index of " i> " is derived from the 

Digilizcd by Google 



PLOW OF WATER THROUGH PIPES. 1 7 

variation of the area in proportion to the square of the 
diameter. 

TABLB or COEFTIOIENTS EUiATItlQ TO EqDATIOH NO. 1, F. 15, AND EqUATIOV 
No. 8, p. IB, AND APPLICABLE FOR TELOOITHS KOBK THAN 20 PBB OmHT. 
OUUTBR TEAH Till CbITEOAL VeLOCITT. 



nUtM. 


Vlladty. 


Boiwh- 


■arr'-s:"- 


Boogh. 


DeMrfiition of urlua. 

Lead, Tin, Copper, kc, . 
Cut Iron, new,' . | g' 
Old Cut Iron, . . : ! 
Ditto DiMQed 

Wrought Iron, oaw, . . 
Biretted Sheet Iron, . . 
Pdts Cement render- /A, 

Bricfir<ik,'in'goiKl'con.'( 
dition, 1 


• 


C 


z K 


P 


1'76 
1-86 
2-00 
2-00 
1-85 
1-80 
1-325 
1-71 
1-95 
2-00 


0-006224 
0-005347 
006762 
0017116 
0-00741B1 
0-00*787 
0'00567« 
0-004000 
0-006129 
007 7*6 


0-82 
0-87 
0-63 

o-ea 

0-B4 

0-66' 
0-B77 
0-87 
0-61 
OBI 


600 
000 
600 
BOO 
600 
600 
600 
600 
600 
800 




016704 

01728 
020684 
OSSfiS 
02208 
015002 
018469 
■012S91 
-016061 



When the velocity " v " or the discharge " Q," by equations 
(1) or (3) work out higher than by equations (2) or (4), the 
latter are the correct ones to use. When tbey work out the 
same, the velocity is a little below the critical velocity, and 
equations Hob. 2 and 4 vrill hold good up to a point at which 
they give "v" ot"Q " about 25 per cent, higher than equations 
1 or 3. This is the " Critical Point," where the value of " n " 
suddenly chaises from 1-00 to about 4-00. At all velocities 
more than 20 per cent, higher than the critical velocity equa- 
tions 1 and 3 hold good. 

Putting it another way : — When equations (2) and (4) give 
results from 25 to 50 per cent, h^her than (1) and (3), the 
conditions are in the critical region where "n" = 4"00. At 

' Other ooefficienta will be found in the Trantattmu of the SoeUty ^ 
&agiitun for Deoember 1BS7. Thoee giren in the above Table have been 
alightly altered to refer to a tetDp«r*tar« of IW° F. For high velocitiM the aet 
of caeffietenla marked B ahoold be oied, and for medinm velodtiea the Mt 
marked A. Wbieberer >et girea the loweet Telocity ta the correot one to nae. 

^ For pipee Imb than '28 foot diameter, when great accnrac; is required, talce 



> -BE + -018 



j^ 
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1 8 HYDRAULIC POWER AND HYDRAULIC MACHINERY. - 

higher velocities (1) and (3) hold good, and at lower velocitiee 
(2) and (4) bold good. 

The coefficients relating to Equatixin No. 4 appear to differ 
very slightly from one another for pipes of the same size. 
Taking n = 1 and a; = ITO, P comes out at 00005 for lead 
pipes and '000046 for wrought-iron pipes. For pipes between 
\ of an inch and 3 inches in diameter, the formula may be 
taken as 



This has been used in plotting the portion of Plate 1, which 
refers to the region below the critical point. The index of D 
bears some kind of inverse proportion to D, reaching a 
maximum value of about 4 for very small tubes. 

When there are variations in the size of a closed channel pro< 
ducing a divergence in one direction of flow, and a convergence 
in the othev, Mr T. E. Shanton, in a communication to the 
Institution of Civil Engineers, points out that the loss of head of 
water flowing as a diverging current, to a state in which the 
kinetic enei^ is negligible, is about 25 per cent, of the initial 
velocity head, and that when the direction of flow is revorucd the 
loss of head is about 10 per cent, of the final velocity head. 
These ratios are the same for a range of velocity from 11 to 30 
feet per second at the least section. 

In calculating the discharge from large water mains the 
following is deserving of record. The late Mr Parker Neville, 
the engineer who carried out the Ihiblin Corporation Water- 
works, stated that the 33-inch main was calculated as being 
capable of conveying from 15 to 16 million gallons of water per 
diem, but in practice it was found capable of conveying about 
'20 million gallons. The late Mr Bateman mentions in his 
History of the Manckeslcr Waterworks that the calculated 
delivery of water in large mains proved to fall much below the 
actual quantities delivered. 

The calculated quantities were estimated by Eytelwein's 
formula as follows: — 
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FLOW OF WATER THEODGH PIPES. 1 9 

It d, k, and I be respectively the diameter, height, aod length 
of the pipe in feet, and u be the velocity of discharge in feet per 
second, then 



V= V ^SQQ X dh 
il + 50 d)" 

The delivery of water as calculated by this formula (where 
coated pipes were used) proved to be much more in practice, 
especially in the case of pipes of large diameters, and a nearer 
approximation was obtained by Bazin's formula as follows : — 



S = hydraulic mean depth, 
/ = aiue of iaclination, 
V — mewi velocity, 
A = coefficient. 

/ 0-0984 \ ■ 

value of ^ - 0-0000457 ( 1 + — ^— J. 

The Transadions of the American Society of Civil Engin6ers 
for 1896 contain some interestii^ experiments on the dischai^ 
from 48-inch pipes in connection with the water supply for 
Boston. They showed that the coefficient was 70 with a velocity 
of 374 feet per second, 71 with a velocity of 496, and 72 with 
& velocity of 619. 

A paper contributed by Mr G. M. lawford to the Institution 
of Civil Engineers in 1903 on the flow of water in long pipes 
contains much useful information, and deserves to be recorded 
for reference by those who wish to pursue the subject further. 

The necessity for properly coating a water main cannot be 
too strongly insisted upon. The proportions for the coating, 
and the temperature at which it is applied, must be in 
accordance with well-known practical conditions. Instances 
are known where the non-complitmce with these conditions has 
resulted in an absorption by the water of the tariy compounds 
of tiie coating, causing the water to be unfit for consumption. 
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20 HYDRAULIC POWEB AND HYDRAULIC MACHINERY. 

The life of a pipe is greatly prolonged if it Ib properly coated. 
A case is recorded by Mr Ingham (in connection with the 
water supply of Torquay) where an old water main which was 
laid before the introduction of Dr Angiis Smith's coating lost 
50 per cent of its discharging capacity in eight years through the 
corrosion of the pipe. To remove the incrustation a scraping 
apparatus was employed, which was the subject of an interesting 
paper before the Institution of Mechanical Engineers in 1899. 

Professor James Campbell Brown brought before the 
Institution of Civil Engineers, in December 1903, the subject of 
the various deposits which lessen the carrying capacity of water 
pipes and culverts, and this communication deserves to be 
referred to as giving interesting data in regard to the causes 
which result in the deposits. 



CRITICAL VELOCITY. 



The phenomenon of the sudden change in the value of " n " 
at the critical velocity has been investigated hy Professor 
Osborne Reynolds. 

It has been generally considered that if a body of water is 
passing through a pipe in lines or threads parallel to each 
other, it will continue to do so, provided no change of shape 
or interruption is caused in the pipe. Professor Osborne 
Reynolds has, however, shown in a paper published in the 
PMloBopMcal Transactions that beyond a certain velocity (which 
he terms " critical velocity ") the fluid ceases to flow in parallel 
lines, and suddenly bursts into eddies, a viscous fluid being less 
liable to form eddies than a non-viscous fluid, and an increase 
in temperature increasing the tendency to lorm eddies. This 
change of a steady motion into an unsteble or sinuous motion 
is of the greatest interest and importance. 

No apparent deflnition had previously been made of the 
point at which this change of law occurred, or as to the 
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circumstances which produced the change from Bteady to 
unsteady motion, that is, from motion in parallel lines to 
motion in sinuous or eddying lines. 

Professor Reynolds' experiments were made with glass tuhes 



Fig. 19. 

about 4 feet 6 inches in lei^h, and 1-inch, J-inch, J-ineh 
diameter, with trumpet^haped mouths. They were arrai^d 
so as to be able to draw water out of a large glass tank in 
which they were immersed, whilst a streak of coloured water 
was admitted at the point of inflow of water into the pipe. 



-^ 



Fig. 20. 



Fig. 19 shows the result when the velocities were low, the 
coloured streak continuing in a straight line. As the velocity 
was increased, a point was reached when the coloured streak 
would suddenly break up and become mixed with the clear 
water, as shown by fig. 20. As the velocity increased, the 



-^j^^r^i^i^ 



Fig. 21. 

point at which the break-up occurred approached the trumpet 
mouth. By the aid of the electric spark, the eddying or 
curling appearance of the coloured water was made apparent, 
as shown in fig. 21, It was found that the velocity at which 
the junction of eddies occurred was almost exactly in the 
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inverse ratio of the diameter of the tubes, and that the critical 
velocity diminished as the temperature rose. 

Further experiments were made with water flowing in two 
straight lead pipes, each 16 feet long and ^-iiich and ^inch in 
diameter. Gai^ holes were made 10 feet and 15 feet apart 
in these pipes to measure the head "h" as indicated in fig. 18, 
p. 14, and the results proved that at lower velocities the 
head was proportional to the velocity, and that the velocities 
at which a deviation from the law first occurred were in 
exact inverse ratio of the diameters of the pipes. Also, that 
when a velocity equal to the critical velocity multiplied by 1-2 
was reached, the pressure did not vary as the square of the 
velocity, but as 1-722 power of the velocity. 

Although the critical velocities in Prof. Reynolds' experi- 
ments were found to be in exact inverse ratio of the diameters, 
the same rule does not hold for pipes of larger diameter. The 
following Table shows tjiis : — 

Table of Obsbrvid "Critic*i. Vklocities," 





Diikmeter 


TempertWrB 






^^.^ 










Hpa 


degree! 


TtliooltTln 


olObitmr. 




In Inchs. 


F«hr. 


feetpwHC. 




Le«d 


0-242 


48-2'' 


1-45 


Osborne ReynoltU. 




0-488 


48-*" 


074 






0-549 


! 


0-641 


D«.oV. 


Tii', . . . . 


1-06 


! 


0-322 


Dubuit 


ImA,. . . . 


2-5 


t 


0-22 


J. Leslie. 


Wrought irou, . 


0-48 


70* 


0-8S 


Darcy. 




0-48 


5*-5' 


rsB 


Tbrapp. 




1-067 


52-8' 


0-802 


Crcy. 


Cut iron, . . 


160 


40' to 46° 


0-446 


Tlirupp. 



The effect of high pressures upon the viscosity of water is 
extremely small and differs with the temperature. Mr R. 
Cohen has made some experiments on the flow of water 
through a very small tube. He observed the time required 
for discharging a given quantity of water through the tube 
with the same working " head," but with the whole apparatus 
placed under various pressures and temperatures, and he found 
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that the time required was reduced, ae the pressure increased, 
by the amounts indicated in the following table : — 





m 


»> 


«. 




Kiduetlon o( Ume-pra otnt. 


1* 

28° 


3-82 
076 


6-28 
3-33 

1-01 


2-78 



From these observations it would appear that at about 30° 
Cent^rade (86° Fahr.) the friction of water is not affected b^ 
pressure at all, and at higher temperatures the fiiction would 
be increased by pressure. 

The velocities in these experimente were no doubt below 
the critical point. At velocities above the critical point (i.e., 
under ordinary workii^ conditions) the effect of pressure upon 
the friction would probably be even less than that observed 
by Mr Cohen. 

Water in entering a pipe is subjected to a loss of pressure 
corresponding to the head required to produce the velocity at 
which it moves along the pipe. The loss of head can never be 

leas than g^; but it may be more if the entrance to the 
pipe is not bell-mouthed or tapered. If, for instance, the 
entrance is square-edged, as in the orifice, fig. 10, p. 8, the 

loss will be „ .-.■, or 1-6 x kz. This will represent the loss 
in the case of water entering the square-edged ports of an 
engine slide valve. 

If the mouthpiece is as shown by fig. 13, p. 9, the 

loss would be only 101 f- to 104 ^. 

In the case of a sudden change of diameter in a pipe, as in 
6g. 22, with a square edge at the mouth of the small pipe, 
il v is the velocity in the lai^e pipe, and V that in the 
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amaU pipe, the loss due to the change of velocity will be 



With a gradual reduction of diameter the loss may be 



reduced to 101 



jy-^y 



Taking the flow in the other direction there should be a liBS 
of pressure, theoretically; and if the enlargement is gradual 



?»- 



Fig. 22. 

with an angle of divei^nce similar to that of the mouthpiece to 
orifice on fig. 11, p. 9, it ia found that a rise of preaaure 
actually does take place. This was observed by Venturi, and 
may be illustrated by a pipe having gradual changes in 
diameter, as in %. 23 ; which shows that the water does not 
rise in the branches up to the line of the hydraulic gradient 
indicated by the gauges fixed at the wide parts, but falls 




Fig. 28. 

rapidly where the pipe is contracted, and rises again as it is 
diveiged, the maximum depression representing the head due to 
the increase in the velocity of the water in passing from the 
widest to the narrowest part of the pipe. This principle is 
utilised to measure the flow of fluids by a Venturi meter here- 
after described. 



dbyCOO^It. 



ON PIPES. 




. 600 

f fiet per second 



('^ im 



is tahervcLt SO' Fahrviheii 



-^) 



Dis^xxsr^ ijv gjHo fiet per sec. 

, iCoseccmi' afslcpe- or l&i^th^ of pipe- 

' { dix'ided' ty thO' Tiead/. 
'_ Jhameter of pipe izu feeb. 
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CRITICAL VELOCITY. 25 

A sudden enlargemeot in a pipe does not permit the water to 
raise the pressure in reducii^ its velocity, as eddies are set up 
which absorb the whole of the kinetic euei^ in friction instead 
of convertii^ it into pressure energy. 

A similar loss of power occurs when Sowing water passes 
round a sharp bend or angle, or when it is subjected to any 
sudden change of the direction of its movement. In flowing 
round easy bends in pipes there is practically no loss from this 
cause, but with sharp bends or elbows the loss may be anything 

up to about — • 
9 

These facts point to the necessity of avoiding, ae far aa 
possible, all sharp-edged inlets to ports, and also sharp angles 
and bends. The best results will be obtained when water 
passages are designed eo as to make all the changes of direction 
and velocity as gradual as possible. 

Plates 1, 2, and 3 show the gradients, discharges, and 
velocities in various sized pipes and circular culverts, and also 
the velocities for various values of " R " in equations (1 ) and (3) 
on pp. 15 and 16. The horizontal scale represents the logarithms 
of " S" and the vertical scale the logarithms of " Q." 

One set of sloping lines refers to particular sizes of pipes or 
values of " R," and the other set of slopii^ lines refers to 
particular velocities. The advantages of this form of diagram 
are that the lines are generally straight instead of curved, and 
the results can be read off with exactly the same d^ee of 
accuracy from all parts of the diagram, which covers a range of 
conditions far greater than could be represented in the same 
space if the natural numbers were plotted. 

The natural numbers are written (gainst the lines represent- 
ing their l<^rithm8, on the vertical and horizontal scales. 

Example. — On Plate 1 the spot marked x gives the following 
coincident values of the various factors: — 

S - 113 Q (diacbarge of a pipe) =■ "0395 cubic ft. per seo. 
ff = 1*9 ft. per aec 
D - -ISS ft. = 2 ins. diameter. 
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The diagramH all reler to a temperature of 50° F. For 
accurate resultB at other temperatures multiply v or Q hy 

In the Transaciions of the American Society of Engine^s Mr 
Weston givee the results of some useful experiments, which he 
made to ascertain the eSect produced by the sudden closing of 
valves against water Sowing in pipes. lines of pipes from 
1 inch to 6 inches in diameter were laid above ground, and an 
air-vessel was provided which could be connected or disconnected 
as required. The supply was drawn from a 24-inch main by a 
6-inch pipe. The average static pressure in the pipe was 70 lbs. 
per square inch. In the first series of experiments the water 
flowed through lengths of pipes of different diameters thus : — 
111 feet of 6-inch pipe, 58 feet of 2-inch pipe, and 99 feet of 
l|-inch pipe, to a l-inch outlet pipe, with a ^-inch orifice. In 
this case the velocity was 015 of a foot per second in the 
6-inch pipe, and 5-36 feet in the 1-inch pipe. Upon closing the 
orifice (which was effected in 0'16 of a second) the force of the 
ram in lbs. per square inch was 129'2 lbs. in the 1-inch pipe, 
127 lbs, in the IJ-inch pipe, and 14'5 in the 6-inch pipe. At 
the dead end of a separate 2J-inch branch-pipe (leading out of 
the 6-inch pipe at a distance of 800 feet) the force of the ram 
was 18'8 lbs. With orifices of \, -^, \, and y^ of an inch, and 
with velocities of 1'06, 2-57, 5'36, and S^S feet per second, the 
rams in the 1-inch pipe exerted a force respectively of 26'9, 
728, 129-3, and 158'7 lbs. per square inch. In the 6-inch pipe, 
with ^-iuch and J-inch orifices, and with velocities of 0'15 foot 
and 0'53 foot per second, the rams exerted a force of 14'5 and 
51-7 lbs. 

Mr Weston made another series of experiments on an 
extension of the 6-inch pipe, comprising 182 feet of 6-inch pipe, 
66 feet of 4-inch pipe, 3^ feet of 2i-inch pipe, 1 foot of 2-inch 
pipe, 6J feet of IJ-inch pipe, and 6 feet of 1-inch pipe. With 
the ^incb orifice, and with a flow varying from 0*15 of a foot 
to 6*39 feet per second in the 6-inch and 1-inch pipes re- 
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spectively, the ram exerted a force of 4-8 lbs. in the former, 
and of 66-7 in the latter. In the l-incb pipe, with orifices of 
from ^-iiich to J-inch, tlie force of the ram increased from 15 
lbs. to 1775 lbs. per square inch. In the 2J-inch pipe the 
force of the ram waa 22'2 lbs. with a J-inch orifice, and 183 lbs. 
with a l-inch orifice. This latter was reduced to 106 lbs. when 
the pipes were in connection with the air-vesael. In 6-inch 
pipes the ram (with a ^inch orifice) exerted a force of 4-8 lbs., 
and with the 1-inch pipe SO'l lbs. The latter was reduced to 
65-6 lbs. when the air-vessel was connected. 



THE ACCUMULATOK. 

Lord Armstrong devised the accumulator as a means of 
obtaining pressure on a column of water hy a weight instead 
of by elevation (Plate 4). This pressure is obtained by 
pumping wat«r into a cylinder containing a ram, the top of 
which is loaded, either with weights or by a weighted case 
attached to a crossbead connected with the ram. The weights, 
or weighted case, can be adjusted to give any required pressure 
to the water, which is transmitted through mains to the 
various appliances actuated by the water under pressure. A stop 
valve enables the water to be cut off. When the ram has 
risen to the top of the stroke (and the cylinder is full of water 
under pressure) it stops the engine by means of a chain 
connecting with the steam throttle valve of the engine, and 
water ceases to be pumped into the accumulator. When the 
ram falls (owing to the abstraction of water from the cylinder), 
the steam throttle valve is opened, the engine works again, 
and water is pumped into the accumulator. 

The pressure that has been adopted for transmission throi^h 
mains, in order to work ordinary hydraulic machines, is about 
700 lbs. per square inch. This is found to be a convenient 
working pressure, both as regards the size and proportions 
of the working parts and the tightness of joints and valves. 
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The beat way of jointing hydraulic pipes haa been the 
subject of much practical experiment. A guttapercha ring 
has been adopted as the best means of preserving the joint 
water-tight. Where hydraulic mains are exposed to heat the 
guttapercha ring will not answer, and leather is employed 
instead, 

Mr Ellington has designed a modified form of this joint 
by putting a projection on the pipe beyond the flange, the 
spigot and faucet being formed on this projection. The effect 
ia to increase the depth and the strength of the flange, without 
an increase of its section at the junction between the flange 
and the pipe. 

By means of an accumulator an artificial head can be main- 
tained at any part of an hydraulic main. The abstraction of 
the high-pressure water to actuate hydraulic appliances is 
practically intermittent. The supply of high-pressure water 
from the pumping-engine can be continuous. It follows, 
therefore, that as the transmission of pressure through a 
water main is practically instantaneous, the intervals (how- 
ever small) between the time of the production of the power 
and its utilisation in the appliance enable the pressure to be 
maintained and the excess to be stored in the accumulator. 
The variation In the consumption of the power, by reason of 
the fluctuation in the working of the machines, is at once 
adjusted by the accumulatoi', which both serves to store up 
the excess of power delivered to the mains from the engines, 
and also to maintain the pressure in the main& By this 
means power is transmitted without practical loss in hydraulic 
mains. An experiment is recorded as having been carried out 
on the 6-inch mains of the London Hydraulic Power Com- 
pany when the main valves were set so that two accumulators 
differently loaded (the difference being 20 feet head) were at 
the ends of a circuit of 5 miles. The lighter accumulator 
was lowered and shut off, the heavier remaining at the top 
of ite stroke. The lighter accumulator was then turned on, 
and it was raised by the heavier one. 
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The amouDt of enei^ which is stored up in an accamulatoT 
when the ram is at the top of the stroke is ascertained in the 
following way : — Taking a 12-inch accumulator having a stroke 
of 22 feet, and working at a pressure of 750 lbs. per square 
inch : — 

Area oF 12-inch ram = 113097 square inches. 

Enei^ stored - 113-097 x 750 x 22 - 1,866,1 60 foot-lbs. 

1,866,150 -fl . . ^. - . ^ 

■ ^ — — 56'5 horse-power aotmg for one minute. 
3o,U00 

T^iis store of power ia capable of being given out as required 
either quickly or slowly, according to the working of the 
appliances. 

Mr Andrew Betts Brown has devised an accumulator by 
applying steam to one side of a piston which acts upon a 
water ram. This accumulator consists of a large ateam cylinder 
36 inches in diameter, fitted with a piston and a piston rod, 
which forms the ram of a hydraulic cylinder, having jJ^th the 
area of the steam cylinder. A steam pressure of 50 lbs. per 
square inch, therefore, gives a water pressure of 750 lbs. per 
square inch in the hydraulic cylinder (less the amount of 
friction). Steam is admitted to the top of the accumulator 
cylinder from the ordinary donkey boiler, or the main boilers. 
The pumping-engiues are supplied by a branch from the 
opposite side of the cylinder, and deliver the water from their 
pumps into the hydraulic cylinder. The bottom of the 
accumulator-K^y Under is open constantly to the exhaust. When 
steam is turned on to the accumulator, the engines start, at the 
same time pumping up the hydraulic ram, and they continue 
working until the steam piston rises high enoii^h to close the 
steam-pipe orifice. The engines then stop, but when water is 
drawn from the accumulator by the action of the hydraulic 
machinery, the steam-piston descends, maintaining the pressiire 
of 750 lbs. per square inch upon the water ; at the same time, 
by opening the steam-pipe it starts the engine i^ain, by which 
the accumulator is replenished. 

An accumulator was deseed by the late Mr Tweddell to 
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meet the variation of demand for high-pressure water, Buch as 
arises when only one appliance is at work in a system of 
hydraulic pipes supplying Dumerous shop tools. This is shown 
by Plate 4, from the Proceediiigs of tlie Imtituiion of Mechanical 
Engineers. The ram or spindle A of this accumulator id fixed, 
and acts as a guide, whilst the cylinder B slides upon it, and 
is loaded with the weight necessary for giving the required 
pressure to the water. The water is pumped in at the bottom 
at C, and fills up the annular space surrounding the spindle. 
The whole weight has to be lifted by the water acting only on 
the shoulder D, which is made by a braES bush ^ inch thick all 
round the spindla A compact arrangement is thus gained, and 
any required cubic capacity is obtainable by lengthening the 
stroke. The accumulator is supplied by two pumps, each 
If inch diameter and Z\ inches stroke, running at about 100 
to 120 revolutions per minute. When the loaded cylinder B 
reaches the top of its stroke, it is made to close the suction 
cock E of the pumps, thus stopping the supply of water. 
When it is desired to put in a new packing-leather at the 
bottom, the weighted cylinder is let down to rest upon blocks 
placed on the wood chocks G- at the bottom, and the spindle is 
drawn up out of its tapered seat by the eye-bolt at the top. 
To renew the top leather, the bracket holding the top end of 
the spindle has to be removed. This accumulator (having only 
a small area) falls quickly when the water is withdrawn, thus 
producing a combined blow and squeeze, which is of great 
advant^ in hydraulic rivetting. 

A means of intensifying pressure is shown by fig. 24 
(from the Proceedings of the InstitiUion of Mechanical Eiigineers). 
A pipe A conveys low pressure water into the cylinder B, The 
pressure on the piston C acte upon the smaller ram D, and 
gives an increased pressure to the water in the second cylinder 
£, in proportion to the relative areas of the piston and the 
ram D. In the illustration, the piston is 19 inches and the 
ram 3| inches in diameter. A pressure of 60 lbs. per square 
inch on the piston gives 1540 lbs. per square inch on the ram. 
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The water from the pumps enters through the inlet Q-, and 
pasBee out at H to the machine to be worked by it. No water 
is coneumed from the low-pressure cylinder, but it is simply 
driven back by the force pumps into the low-prefk^ure 
accumulator or mains. 

The loss of useful eCTect between the pumps and a properly 
packed accumulator is but trifling. Experiments carefully 
made by Mr Twoddell are recorded of the workii^ of two 
pumps delivering water into an accumulator. The exact 
height that the ram was raised by the strokes of the pump was 
registered. With one pump working, 1694 cubic inches was 
the theoretical delivery of the pump for 20 strokes, and 1614 
cubic inches was the actual quantity pumped into the 
accumulator, showing a loss of only 4J per cent. With both 
pumps working, the corresponding quantities (for 20 strokes) 
were 3388 cubic inches, and 3278 cubic inches, showing a loss 
of only 3J per cent It was noticed in these experiments that 
1250 Iba. per square inch was the ascending pressure in the 
accumulator, and 1225 lbs. per square inch was the descending 
pressure. In ascending, the friction had to be overcome by 
the pump in addition to lifting the load, and in descendii^, the 
friction had to be overcome by the load itself ; the amount of 
the friction will therefore be half the difference of pressure in 
the two cases, or 12^ lbs. per square inch, which is equivalent 
to 1 per cent, of the power. 

Messrs Clark & Standfield have arranged a differential 
accumulator for working hydraulic lifting-presses. In their 
accumulator the dead-weight of the machinery which has to 
be raised and lowered is constantly balanced, so that only a 
small additional power is required to give it motion. Three 
accumulator-rams, or plungers, are usually employed, two of 
which are of such dimensions as to produce a pressure on the 
ram of the hydraulic press exactly sufhcient to balance the 
dead-weight of the machinery carried by it. In this condition 
the accumulator and the hydraulic press are in equilibrium, 
and a very small increase or decrease of pressure suffices to 
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cause the hydraulic ram to ascend or descend, as the case may 
be. An extra load is then put on the accumulator sufficient to 
cause it to descend, and to raise the hydraulic ram with any 
desired load upon it. The third plui^er is placed centrally 
under the bead of the accumulator, and the pipes communicate 
with the two outer plungers so that all three can be conuected 
at will. When the accumulator is down, and the ram is 
elevated (aa just described), then if the communication is 
opened between the three plungers, the weight of the 
accumulator, which was at first supported by two plungers, 
being now supported by three, the preaaure on the water is 
diminished, and consequently the accumulator ascends and 
descends. In order to raise it again it is only necessary to 
allow the water to escape from the central ram, when the 
whole weight becomes supported on the two plungers as before, 
and the pressure is consequently increased and the ram again 
ascends. A small pump is employed to keep the accumulator 
chained. 

In order still further to diminish the loss of power entailed 
by hydraulic rams when raising and lowering heavy we^hts, 
Messrs Clark & Standfield compensate for the varying im- 
mersion of the ram. When a ram is raised in the ordinary 
manner, it is evident that, aa it aacends out of the water into 
the air, it increases in weight, and its balancing power 
diminishes by an amount which is equal to the weight of a 
column of water of its own bulk. Similarly, as the plunger of 
an accumulator descends, it loses a weight equal to the bulk 
of a column of water which it displaces, and both of these 
actions concur to diminish the power of the machine more and 
more as it approaches the full extent oE its stroke. To obviate 
this, the load on the accumulator is increased, as its plunger 
descends, by a weight of water sufficient to compensate for the 
varying immersion of the plunger and of the ram of the press. 
By this means the dead-weight of the machine itself is counter- 
poised in every position, and the only power required to work 
the machine is that which is requisite to raise the load itself 

3 



Digilizcd by Google 



34 HYDRAULIC POWER AND HYDRAUUC MACHINERY. 

and to oveicome friction. By the same meaDB iDcreased power 
ia given at the end o( the stroke, by adding to the load a 
greater weight of water than is required for compensating for 
the varying immeraion of the rams and plungera. Conversely, 
decreased power may be given at the end of the stroke by 
causing weighted tanks or veaeela (which form the load of the 
accumulator) to descend into water. 

Where it is desirable that two or more rams should ascend 
synohrononsly through equal distances (ae, for instance, in the 
two ends of a bn<%e or canal lift, or in raising guns) two or 
more plnngers are combined into a group beneath one accumu- 
lator, BO that as the plungera descend, all the rams ascend 
through uniform distances. In order to cause all four comers 
of a bn<^ or other movir^ apparatus (which is supported by 
presses at its two ends) to ascend or descend in a horizontal 
position, means are provided for allowing an escape of water 
from beneath either of the rams, if from any cause one of them 
should become elevated above the other. 

Many years ago. Lord Armstrong arranged, for the Tyne 
Commissioners, an air accumulator to work at about 250 lbs. 
to the square inch. He had some hydraulic cranes put on 
board a screw hopper barge, tised for discharging ballast 
from vessels Ijring in the pool of the river, and taking it 
for deposition out to sea. These cranes lifted 2 tons, and 
were able to discharge 60 tons an hour. They had hydraulic 
lifting, turning, and traversing motion applied to them. As 
it was not considered practicable to introduce an accumulator 
on this small bar^, a cast-iron air vessel was adopted to work 
at 1000 lbs. on the square inch. Some difficulty was experienced 
in the first instance in working the air pump with this high 
pressure, but by introducing a small stream of water with the 
air on the suction side, and by allowing the water to fill up 
the spaces between the ram and the valve, not only was all 
difficulty overcome, but even a higher air pressure was able to 
be used. Before this small stream of water was employed a 
certain amount of air remained in the cylinder, and as this air 
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was not forced out by the plunger, it prevented the full amount 
of air at the end of the stroke from being sucked into the 
cylinder for the next stroke. The introduction of a small 
quantity of water caused this space to be taken up by the 
water, and so that difficulty was overcome. Owing to the air 
getting mixed with the water, a cream was formed, which was 
obviated by the application of water iu the small air-pump. 

At the outset of the employment of water-power it was 
feared that the water in the pipes and machinery might freeza 
This, however, baa been found not to be a difficulty where 
well-known precautions are taken. The working parts should, 
where possible, be placed under ground, or should be cased in, 
if they are above ground. In frosty weather the water 
should be run out of all valves and cylinders which cannot 
be cased in, and. protected, as soon as the working of 
the machines ceases. A very small gas jet or lamp placed 
near the unprotected parts will prevent freezing. 

Experiments have shown that a mixture of glycerine and 
water prevents the effects of frost to a temperature as low 
as 16° Fahr., provided the glycerine has a specific gravity of 
1-125, and that it is mixed in the proportion of one part of 
glycerine by weight to four parte of water. Where water is 
scarce and is used over ^ain in the machines (by returning 
the exhaust water from the machines to a reservoir), such 
addition of glycerine is more easily resorted to. Where only 
moderate risks of frost have to be dealt with, the proportion 
of 1 gallon of glycerine to 300 gallons of water proves 
effectual If the water is at a high pressure, such as 1500 lbs. 
to the square inch, it is less liahle to freeze than when it is at 
a low pressure. 



THE FLOW OF SOLIDS. 

Hydraulic forging presses have revolutionised the treatment 

of lai^ masses of iron and steel, by enabling immense' pressures 

to be brought to bear on molten metal plates or masses of iron 
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sod steel. By means o( Huid compression ingots are produced 
of a soundness which was hitherto impossible of accompliehmeQt, 
and by hydraulic preBBure maBses of metal can be squeezed into 
required shapes far better than by blows from a steam hammer. 

The employment, in recent years, of iron in increasingly large 
masses has involved the consideration of how the continuity 
of the fibre can be maintained, and what the conditions 
are which have to be observed in order to prevent break of 
continuity, or a diminution of the calculated strength of the 
mass. The investigations of the late M. Tresca (recorded in 
the Proceedings of the Insiitidion of Mechanical Engineers, 
1867 and 1878) have thrown much l^ht on the subject, and 
are of practical value in regard to forging, under a pressure or 
squeeze, instead of by a blow. M. Tresca applied the ex- 
pression " the flow of solids " to his invoBtigations, and the 
singular facta which he established indicated that an entirely 
new branch of observation had been opened out, to which 
M. de Saint Venant gave the name of " plastico-dynamics." 
Fig. 25 shows the result of applying pressure to discs of lead. 
Ten discs of lead (each 012 of an inch thick, and 3'94 inches 
diameter) were subjected to pressure, by which the lead was 
forced to flow through a concentric circular orifice 1-18 inch 
diameter in the movable disc C C placed at the bottom of a 
cylinder, a plunger in which exerts the pressura 

The dotted lines in the cylinder show the original positiona 
of the discs, the upper Burface being at DD. On applying 
pressure the jet reached 787 inches, which is the position in 
the figure. An examination of the jet proved that the layers 
remained fiat back from the central jet, and that they bent 
over from this area so as to flow into the jet simultaneously, 
the external surface being formed of the bottom disc, which 
has assumed the shape of a cylindrical covering. The other 
layers form separate tubes concentric with the jet, all beii^ 
closed at the outer end by a cap formed of the central part of 
the disc. 

A further experiment with a cylindrical block having a 
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smaller beifi^t, compared with tlie diameter of the orifice, gave 
a result aa shown on figs. 26 and 27. 

The orifice in these two cases was 1-58 inch diameter, and 
each disc was 012 of an inch thick. DD (as before) was the 
original position of the layers. It is interesting to notice that 
the diameter of the jet is not that of the full diameter of the 
orifice, but a " vena contracta " has been formed, such as occurs 



Fig. '2&. Figs. 26 and 27. 

in the flow of liquids. In further experiments the undulations 
which were observed in the metal corresponded with the 
relative motions of the particles of a similar vein of fluid. 

Many other metals besides lead were subjected to pressure 
through an orifice, and the general conclusion arrived at 
from them was, that the particles of solid bodies flow under 
pressure similarly to liquids. Any alteration in the shape of 
the orifice, from the circular to the polygonal, or eccentric, 
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produced torsional moveinenta of the metal corresponding to 
the gyratory movements which occur in the flow of a liquid 
through an orifice, which is not placed symmetrically to the 
sides of the vessel containii^ it. When the metal was pressed 
through more than one orifice in the die, it was observed that 
the jets nearest the centre were rather lai^er than those near 
to the sides of the cylinder, the lesser effect being due to the 
friction of the sides. This difference in pressure on different 
parts of a solid mass explains the displacements that take place 
in the interior of the mass. 

The experiments proved that the pressures exerted on 
the surface of a solid body are transmitted throughout the 
whole interior of its mass, and tend to produce in it a flow 
which is propagated from particle to particle, and which 
necessarily develops itself in the direction where the resist- 
ances to the How are the least; also that the pressures thus 
transmitted determine in a fixed order the changes of form 
at each point. Further, these changes of form are attended 
by a loss oE pressure between one point and another, similar to, 
but even gi-eater than, that in the case of the flow of liquids. 

In the processes of rolling and forging iron the observations 
of M. Tresca have a practical value, as indicating the necessity 
for the application of a pressure or blow sufliciently powerful 
to reach the interior of the mass in order to enable the metal 
to flow, and its fibrous contiuuity to Ije preserved. 



HYDEAULIC PKESSES. 

The Eramah Press is a practical application of the law of 
the equal transmissibility of fluid pressure, by which a force 
that is exerted by a small ram on one unit of water-surface is 
capable of being exerted over any number of units of water- 
surface in direct communication with the cylinder which con- 
tains the water that receives the initial pressure. 
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In preBses of small diameter the calculation of the thick- 
ness, and the proportioning of the metal round the orifice 
admitting the water, have been matters of no difficulty, but 
the gradual increase in the size of presses to meet the develop- 
ment of the use of hydraulic power has involved new arrange- 
ments of construction. 

In determining the thickness of hydraulic cylinders, where 
the thickness of metal is not small as compared to the radius, 
the conditions of strain on the inner and outer radius of the 
metal are not the same, so that it must not be assumed that 
the thickness can be increased in direct proportion to the 
strain. 

For thin cast-iron cylinders and water pipes — 
P => pressure in lbs. per square inch. 
S = internal radius in incheB. 
T = thickness in metal. 

C = coefficient for cohesive strength of the mebtl. 
Then 

H U 
When C = 16,500 lbs. for the burstii^ teuaion. 
= 5,500 lbs. for the proof tension. 
— 2,750 lbs. for the working tension. 

The cylinders of presses that are subject to great strain are 
now best made of steel that has been subject to fluid com- 
pression, by which a more uniform molecular structure, strength, 
and ductility is preserved throughout the whole body of metal 
than can be obtained otherwise. The usual thicknesses are for a 
14-inch press, 2| inches, with a maximum tensile strain of 
9 tons on the inner surface when worked at a pressure of 2 J tons 
to the square inch. An 18-inch press would have a thickness 
of 3J inches, the usual working pressure not beii^ more than 
2J tons per square inch. The tensile strain on the inner 
surface of the press is determined by the formula deduced by 
Hooke. 
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Where P = the teoBile strain per square inch on the inner 
layer, 

p » pressure per square inch on the cylinder internally. 

R = the outer radiua. 

r •• the inner radius, 

ExperimeiitB that were made to determine the method of 
constructing the presses for canal lifts are described elsewhere 
on pp. 52 to 58. 

The employment of hydraulic pressure for the manufacture 
of steel guns was referred to by Major Mackintay, R.A., in a 
paper which he read at the Royal United Service Institution 
in 1885. The construction of a steel gun by the aid of 
hydraulic presses engaged Sir Joseph Whitworth's attention, 
and he applied to this purpose the principle which he had 
successfully used to manufacture hollow propeller shafts. In 
this case the solid cylindrical ingot from which the shaft is to 
be made is first bored and converted into a hollow cylinder. 
It is then heated, and a hollow steel mandrel of smaller 
diameter than the interior is placed inside it, and the action 
of hydraulic pressure is brought to bear upon the external 
loi^tudinal surface of the cylinder. The press squeezes the 
metal gainst the mandrel within (which is kept cool by water 
flowing through it), the cylinder being turned over during the 
operation, so that it is evenly pressed throughout. The elfeot 
of this pressing is to bring the internal diameter of the 
cylinder to that of the mandrel, and at the same time the 
length of the cylinder is increased. By reheating the cylinder, 
and repeating the process of pressing with smaller mandrels, 
the final proportions of the propeller shaft are obtained. A 
similar process is employed in making steel guns and presses. 
The ingot is cut into thick rings which are squeezed in presses 
round mandrels, as already described. 

Since the successful application of the fot^ng prees by 
Sir J, Whitworth, the demand for lai^ forgings of every 
description has compelled its adoption by firms who desired to 
acquire, or to maintain, a position in the front rank of makers 
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of the heavier class of Bteel forgings. The size of foldings has 
progressively increased, and to deal with them efficiently, 
larger and larger presses have been, and are being, constructed. 
The most recent are capable of turning out any variety of 
foi^gB, besides plain round shafts, and at a minimum of 
cost in labour. 

Up to a certain size the single-cylinder system of construc- 
tion is allowable, but in the more powerful presses it becomes 
necessary to substitute double cylinders. The latter system 
enables the weight and magnitude of the individual parts to 
be brought within practicable limits, besides which the width 
of the entablature is reduced to a minimum. The reduction of 
width is an advant^e, inasmuch as it allows the sling chains 
of the crane to approach so much nearer to the anvil, thus 
giving greater command over the ingot without having to use 
excessively heavy balance weights on the porter bar. 



CYCLONE HYDRAULIC BALING PEESS. 

The packing of textile or fibrous material so as to minimise 
the risk of fire on ship board has received much attention at 
the hands of those engird in the construction of presses, and 
one form, which is known as the Watson-Fawcett "Cyclone 
Press," and is manufactured by Messrs Fawcett, Preston & 
Company, Limited, of Liverpool, deserves notice. The special 
feature of this press consists in combining fixed or revolving 
filling boxes with a revolver having several chambers by which 
several bales are being formed simultaneously. Illustrations 
of this type of press are given on Plate 5. Fig. 1 shows a press 
with a three-chamber revolver and one fixed filling box, and 
fig. 2 shows one with three chambers in the revolver and two 
revolving filUng boxes. Selecting the press shown by fig. 2 the 
following description will explain the method of working : — 

The press is fitted with two upper rams of large diameter 
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and very short Btroke, and two lower rams of small diameter 
and very long stroke. A revolver, having three chambers, is 
fitted OQ one of the main columns, and revolves thereon from 
the position over the long stroke or bottom rams to that over 
the short stroke or top rams; two revolving filling boxes are 
fitted on the outer or long columns and revolve around it from 
the position over the long stroke or bottom rams to the outside 
position where the filling takes place. The fact that the 
revolver admits simultaneously of one bale being in one chamber 
over the large rama, of a second bale being in a second chamber 
over the small rams, and of a third bale being in the third 
chamber out of the press and in the lashing position, accounts for 
the lai^e out-turn of which the " Cyclone " press ia capable. 
The working of the press is as follows : — A bale is first pressed 
up into the A chamber of the revolver, which is then turned a 
third of a revolution, placing the A chamber with its bale in 
waiting position, where the preliminary lashing is done. The 
chamber B is then over the lower rams, and a full box being 
turned into position over them, a bale is compressed into the 
B chamber of the revolver, which is ^ain turned the thuni of 
a revolution, placing the chamber A with its bale over the upper 
rams, the 6 chamber with its bale in the waitii^ position to 
receive the preliminary lashing, and the C chamber over the 
lower rams. 

The regular action of the press now commences. The inlet 
valve is opened to the upper rams which fully compress the 
bale in the A chamber of the revolver. The hoops are made fast 
in the usual way, the outlet valve is opened, the rams fall, and 
the bale is turned out of the press. When the pumps finish 
the pressure on these rams, finally compressing the bale in the 
chamber A, the inlet valve to the lower rams is opened, allowing 
the water from the pumps to fiow into the lower cylinders, 
raising these rams, and compressing a bale into the C chamber 
of the revolver. [These lower rams, when near the end of their 
stroke, are sometimes arranged to withdraw the lock bolt of 
the main doors by means of a tappet rod fixed to the follower, 
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which may also be uaed to stop the rise of theBe rams when at 
their top position, by lifting the weighted lever of a relief valve 
ab- the bottom of the press]. The doors are then pushed hack, 
and the lower lashing plate is locked to support the bale in the 
C chamber. All three chambers of the revolver are now ready 
to be moved round a third of a revolution, which brii^ the 
A chamber in position over the lower rams, the B chamber 
with its bale three-fourths hooped, over the upper rams, and the 
chamber C in position to receive the preliminary lashing, where 
it gets its bale three-fourths hooped. The lower lashing plate 
in the A chamber of the revolver is then allowed to fall on the 
follower of the lower rams, which is waiting for it at top of the 
box. The outlet valve of the lower rams is opened, and those 
rams fall, carrying this lashing plate to the bottom of the box, 
the stop is withdrawn, and the boxes turn half a revolution, 
placing a box full of cotton over the lower rams and under the 
A chamber of the revolver. When the B chamber of the revolver 
strikes the stop, fixing it in position over the upper rams, the inlet 
valve to those rams is opened, and the bale in that chamber is 
fully compressed by the rise of the rams. The inlet valve to the 
lower rams is then opened, compressing another bale into the 
A chamber of the revolver ; the mam doors are then unlocked 
and pushed back, and the lashing plate locked under the bale. 
All three chambers are thus again ready to be pushed round. 
The bale in the chamber B having been hooped and turned out, 
leaving that end ready to move into position over the lower 
rams, the bale in the chamber C has received the preliminary 
hooping, and is ready to move into position over the upper 
rams, and the A chamber is ready to move with ite bale to 
the position for hooping, and so on. 

It will be seen that three hales are under treatment 
simultaneously, and that the pumps are practically continu- 
ously at work pumping into either the lower or the upper 
cylinders. Thus, at the same moment, a first bale in No, 1 
chamber of the revolver is receiving the final pressure from 
the upper rams ; a second bale which has been previously 
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pressed up by the lower rams into Ko. 2 chamber of the 
revolver, and moved out from its position above the lower 
rams, is receiving its preliminary lashing ; and material for a 
third bale is being filled into one of the deep boxes which is at 
the outside or filling position. The working of the press shown 
by fig. 1 is the same, with the exception that, having one fixed 
filling box, the material to be pressed is filled in through the 
upper apace at the doors. 



DUPLEX CYLINDER FORGING PRESS. 

Plate 6 represents a form of forging press of the duplex type 
(made by Messrs Davy Brothers of Sheffield) which offers 
advantages over the single cylinder press. By placing the two 
cylinders one near each end of the press, both the weight and 
the width of the entablature can be reduced to a minimum. The 
reduction of width allows the cranes to approach nearer the 
centre of the press, thus giving greater command over the ingot 
without having to use excessively heavy balance weights on the 
porter bars. By placing the cylinders near to the columns the 
bending moment on the entablature girders is very moderate 
compared with that of a press having a cylinder of equal power 
placed centrally. The difference in favour of the former is as 
38 to 100. In eSect, the bending stress is divided between the 
entablature girders and the crosshead or tool-holder, so that 
the weight of each of the parts in question is not excessively 
heavy, and for the same width between the columns this 
construction is lighter than in a single cylinder press. 

To ensure the parallelism of the crosshead a shank is 
attached to it extending upwards into a bored guide fixed 
centrally over the entablature. The ends are also fitted with 
guide blocks encircling the columns, the whole foi-ming an 
inverted T-piecd guided at the top of the shank and at the ends 
of the horizontal member. 

The pressure of the rams is transmitted to the crosshead 
through long spherical-ended thrust rods seated on the cross- 
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head and near the topa of the rams, which are made hollow for 
this purpose. The side strains which arise when the press is 
in action are thus taken on efficient guiding surfaces, leaving 
the rams perfectly free from all side stress. With this 
arrangement of guides no inconvenience is experienced from 
side strains even if the forging is pressed at a considerable 
distance from the centre of the anvil, and it follows that both 
for handiness in working, and for the range of work that can 
be done, a two cylinder press of this type has advantages over 
a single cylinder press, in which the side stress has all to be 
taken on the main ram. 

In a single cylinder press it is usual to lit the packing leather 
to the top of the ram, but in the duplex press a groove is turned 
in the mouth of each cylinder to receive the packing leathers 
so that the ram is the surface which works against the packing 
leather instead of the interior of the cylinder. 

The advantage of this is that the rams are always exposed to 
view, and any scratches that may take place can be seen at 
once and remedied, whereas if the packing leather is fixed to 
the top of the ram any grooving that may take place will be on 
the inside of the cylinder, and this cannot be detected until it 
destroys the leather. It is also difficult and expensive to 
rectify any defect on the inside surface of the cylinders, whereas 
in the case of the rams the surfaces can be fully exposed by 
lowering the crosshead, and any defect is easily remedied by 
polishing the rams if occasion requires. The lifting cylinders 
have a longer stroke than the main rams, so that these latter 
can be easily lowered down out of the cylinders for changing 
packing leathers. 

PACKING. 

For Btuffii^-boxes for rams, a gasket of hemp, plaited very 
tight, and well greased, is a very simple and durable paokii^. 
After it has become well consolidated the friction is but little, 
although at first it is considerable. A slight leak serves to 
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lubricate the packing. Where the packing is exposed to heat, 
hemp is a mote suitable material to employ than leather. 
When the plaiting is done carelessly, the use of hemp is 
attended with the objection that portions are liable to be torn 
off when the gland is first packed and worked, and these 
pieces are liable to get into the valves. The packing having 
to be compressed to meet the maximum pressure that the 
appliance may be worked at, the friction is a constant, although 
the machine may be working sometimes at a lower pressure, 
whereas with leather packing the friction varies directly with 
the pressure, and therefore the loss due to friction under 
varying pressures is less with leather packing than with hemp. 



Fig. 28. 

Benjamin Hick introduced the use of cupped leathers into 
presses, and the experience of his descendant, Mr John Hick 
(referred to hereafter), affords valuable data as to the coefKcients 
of friction with leather packing. A cupped leather forms a self- 
tightening packing, and is very generally useil, although it soon 
wears out and fails when the cup is not properly supported at 
the bend (where the greatest friction is). This should be done 
by the insertion of a ring or bush of brass or gun-metal, which 
prevents the rapid wearii^ away of the bend of the leather. It 
has been found that when the cup has been made with a square, 
instead of with a rounded, edge, the joint has not been so water- 
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tight. A form of packii^ which hae been found to answer well 
in the cylinders of hydraulic capstans is shown in fig. 28. 

Where the cup leather is placed in a shallow (instead of a 
deep) groove, there is not so much need of the support. The 
leathers are frequently made far too deep, and this leads to their 
being more liable to crack, and faiL Gutta-percha or india- 
rubber cups, and brass or I^um vitte rings, have been used for 
packing, but on the whole the leather cup is the best. With a 
view to obviate the inconvenience and delay caused by the 
failure of a leather packing, " Watson's patent double leathers " 
are used in some presses. The neck of each cylinder has a 
provision for two leathers, one below the other, no pressure 
reaching the upper one until the lower one has worn out or 
burst In that event the working of the press is not stopped, as 
the second leather is brought into use by the attendant screw- 
ii^ down a valve while the press is workii^. 

As the efficiency of hydraulic machines largely depends on 
proper packii^, too much care cannot be taken in seeing that 
good leather only is used, and that the moulding of the cups is 
well done. The leather employed for making the cups ought 
to be of good and close quality, having had oil or tallow well 
rubbed into it after tanning. Before pressing the leather in 
moulds, to make the cup, it should be soaked in water till quite 
[^ble, and after being forced into the mould it should be left 
for about twelve hours, then taken out, trimmed, allowed to 
dry, and afterwards replaced in the mould for an hour or two. 
It can then be removed and dressed to the required shape. The 
presence of gritty matter in the water injuriously aSects 
leather packing, and involves frequent changing of the cupa 
Where dirty gritty water has to be used, the leathers wear 
away very rapidly when the cups are not kept constantly under 
pFesaure. If the pressure ia taken off hydraulic machines by the 
accumulator resting on its bed, the water gets between the 
leather and the ram ; and as soon as the accumulator rises off 
its bed, and the pressure comes on, a little gritty water passes 
between the leather and the ram, and causes the wear on the 
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packing. An expedient which has been successfully adopted 
consists in putting a relief valve on the pipe that delivers water 
to the accumulator from the pumps, and in leaving the suction 
valve always open. When the relief valve is lifted, at the top 
of the stroke of the accumulator ram, the putnpe being always 
full of water, the accumulator cannot drop on to its bed. The 
pressure is in this way constantly kept on the leather, prevent- 
ing leakage, and at the same time remedying the wear and tear 
of the packing. The employment of a gun-metal lining to the 
cylinder has been found to add to the life of the leather 
packing. The loss occasioned by friction in pumping into an 
accumulator having a well-packed stufBng-box (hemp packing 
being used) has been found to range from 3 to 8 per cent at 
700 lbs, pressure. The difference of pressure during the rise 
and fall of the accumulator represents from 1 to 2 per cent, of 
the power. 

Experiments made by Mr John Hick show that friction 
increaaes directly with pressure. With leather packing for 
rams of different diameters, if the pressure per unit of area 
be the same, friction varies directly as the diameters, or as 
the square roots of the gross loads. Neither the depth of the 
leather nor the length of the ram affects the total friction, 
since the effective portion of the cup is a curved surface 
where the contact takes place. With hydraulic machines in 
good order, the amount of friction may be taken to be 1 per 
cent, for rama of 4 inches diameter, and J per cent, for rams 
of 8 inches diameter, as will be seen by the table below. 

From these experiments the following formula ia deduced: — 



Where F ~ total frictioa of leather packing. 
D =• diamet«r of lam in ioohea, 
P = pressure per square inch. 
C = coe£BcieDt. 
■047 1 wit^ new, or badly lubricated, leathers. 
: '0314 with leathers in good condition, and well lubricated. 
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The following Table of Mr Hick shows the frictional 
resistance in percent^e of the total hydraulic pressure for 
rams from 2 inches up to 20 inches in diameter : — 



i>iDcbn. 


Fparomt. 


.,.*.. 


Fv»t^. 




2-00 




0-3! 




1-88 




0-SO 




1-00 




0-28 




0-SO 




0-26 








0-25 




0'67 




0-28 




0'60 




0-22 




0-41 




0-21 


10 


OiO 


20 


0-20 


11 


0-88 







In this connection reference may be made to the arrat^ement 
for receiving the packing (described on p. 45) for the duplex 
cylinder forging press of Messrs Davy Brothers, where a 
groove is turned in the mouth of each cylinder to receive the 
packing leathers. 

It is important, for the efficient working of hydraulic 
machinery, to have proper packing leathers. Much trouble 
and delay arises where this is not carefully attended to. 



ANDERTON HYDKAULIC LIFT. 

Mr Leader Williams adopted hydraulic power for liftii^ 
barges to connect the river Weaver with the Trent and Mersey 
Cimal at Anderton. The difference of level being 60 feet, the 
process of lockit^ had previously been tedious and expensive. 
The plan that was adopted consisted in constructing a wrought- 
iron aqueduct by which the canal was brought to a point 
where the baizes could be best raised and lowered to and from 
the river, Mr Duer (who was resident engineer of this work) 
deecribed it fully in a paper read before the Institution of 
Civil Enpneers in 1876- 

4 
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The wroi^ht-iron aqueduct was 162 feet 6 inches loi^ by 
34 feet 4 inches wide, in three spans of 30 feet, 75 feet, and 
67 feet 6 inches, and was divided into two channels by a, 
central web, the depth of it and of the sides being 8 feet 6 inches. 
The water was 5 feet 3 inches deep, and with the aqueduct 
gave a total weight of lOoO tons. This weight was partly 
supported by columnB which rested on cast-iron cylinders con- 
taining concrete, carried on masonry foundations built on piles. 
A water-tight connection was obtained by bolting the wrought- 
iron bottom-skin of the aqueduct upon a cast-iron bed-plate 
built into the masonry with a layer of red lead between. The 
outer e<^e3 were caulked with wooden wedges, and the sides 
run with Portland cement. Each end of the aqueduct was 
fitted with wrought-iron lifting gates, made water-tight by 
india-rubber strips fitted between them and the aqueduct. Each 
gate weighed 27 cwt., and was counterbalanced by weights. The 
liftii^ of a gate was effected in a minute and a half by a crab. 
The gate was raised 7 feet 6 inches clear of the water, which 
enabled the highest barge to pass under. The lift was double, 
ao that by means of two troughs, with their floating barge load, 
the upper one, in descendii^, could be adjusted by the admission 
of water, so as to raise the lower one. These troughs were each 
75 feet long by 15 feet 6 inches wide. The lighter barges 
held 30 tons, and the heavier 100 tons of goods. The troughs 
had lifting-gates at their ends like those on the aqueduct One 
central vertical ram, 3 feet in diameter, supported each troughr 
whose weight (with the water and bai^e) was 240 tons, which 
is equivalent to a pressure of 4| cwt. per square inch of the ram. 
The rams were raised by presses controlled by an equihbrium 
valve for opening and closing communication between them. 
A 5-inch pipe connected these presses, and a 4-inch pipe conveyed 
the water from the accumulator to the presses. One man in a 
valve house at the top of the aqueduct worked the lift by 
means of shafting and gearing. When a trough descended into 
the pit, it was immersed fully 5 feet. The depth of water while 
the trough was being lifted, however, was not allowed to rise to 
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more than 4 feet 6 inches ; the extra water was drawn off by 
STpbons which dipped into the water while a trough was descend- 
ing. The air within the syphon was driven out into the trough by 
its shorter leg, which nearly filled the trough with water. When 
it wajs again lifted, the syphon drew water (owing to the 
partial vacuum within it) out of the inside of the trough, and 
thus acted automatically. Each trough could, if necessaiy, be 
lifted separately by the engine and accumulator, but. this 
occupied half an hour, whilst the double lift was made in 
from two to three minutes with a 10 h.-p. engine. A single lift 
could only take two baizes up, or bring two down in eight 
minutes, with an engine of six times the power required for 
a double lift. 

The abstraction of 15 tons of water from the canal (represent- 
ing a layer of 6 inches over the bottom of the trough) provided 
the chief means required for raising a bai^. The remainder 
of the power (about one-twelfth) was obtained from a small 
steam-engine and accumulator. The double-lift arrangement 
enabled expedition and economy to be secured, as each press 
alternately utilised the we^ht of the trough, which rested upon 
it, to raise the other trough from the low to the h^h level. 

A saving of water also was effected as compared with locking, 
inasmuch as only 15 tons were used at each operation of raising 
a barge, whereas with a fall of 51 feet through a chain of six 
locks, a much larger quantity would have been wasted. Under 
the most unfavourable circumstances (for instance, when two 
similar baizes have to pass each other through locks with this 
fall) the column of water taken from the upper level would 
have been equivalent to the area of one lock multiplied by the 
total falL Tf, however, a series of barges had been arranged to 
follow each other in the same direction, less waste would have 
ensued. If six barges were to ascend with all the locks empty, 
the first would take five lockhils, and the other five would take 
one lockful each from the upper level, making ten lockfuls for 
the ascending baizes. A similar number of descending barges 
would take eleven lockfuls of water, making twenty-one 
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altogether, or 175 feet, whereas the lifts would have required 
six layers of water each 6 inches deep, or 3 feet, which was only 
17 percent, of that which would have been uaed for locking, 
lids lift was capahle of taking e^ht barges up and eight down 
in an hour. Assuuui^ eight to have been laden with tha 
average load of 25 tona each, the lift was thus able to transfer 
12,000 tons per week, at a cost of 2'16 pence per ton. The 
parliamentary tolls were as follows i — Per ton for all goods. Id. ; 
for each laden barge, Is. ; for each empty bai^, 2a 6d. 

The failure at one of the hydraulic preaseB at Anderton led to 
much investigation, as other similar lifts were being introduced 
at various places in France and Belgium, one being at La Louvi^re 
on the Canal du Centre near Mons. The observations that 
were made to determine the construction of the presses for the 
Louvi^re Canal lifts were interesting and important. It was 
or^inally intended that the press should be of cast iron, 6 feet 8 
inches in internal diameter, with metal 4'72 inches thick. The 
pressure in the cylinder being 28 atmospheres (about 420 lbs. 
per square inch), the extreme tension would have been 165 tons 
per square inch. This was considered a safe load for the 
Belgian cast iron, which bears a tensile strain of 11*43 tons per 
square inch. The Terra Noire Steel Company of St Etienne, 
France, su^ested a press of cast steel, constructed in the same 
manner as an ordinary cast-iron press, but of less metal Some 
of these rings were cast and tested. One of them was kept 
under a pressure of 46 atmospheres for two hours, and proved 
perfectly water-tight. Trial bars cast at the same time broke 
at 31*16 tons per square inch, with an elongation of 8*6 per 
cent. Another ring, chosen haphazard, was tested. At 50 
atmospheres an elongation of '157 of an inch was measured. 
On removing the pressure, the press returned to its original 
dimensions. At 75 atmospheres the elongation was *197 of an 
inch, and at 80 atmospheres the press suddenly failed. On 
examining the fracture a fault 5 inches long, and extendi!^ 
nearly through the whole thickness of the metal, was seen, due 
to a scale from the mould becoming detached, owing to the 
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high temperature of the casting. Judging from the trial bars, 
the presa should have withstood 240 atmoBpheies. Owing 
to this failure it was determined Lo abandon this form of 
construction. 

Messrs Cail of Paris next proposed a press of steel plates 
bent into a cylindrical form (like a boiler), with rivetted butt 
joints having internal and external cover-plates. A trial length 
was built up in rings 6 feet 3 inches high, with coverii^-rings 
at the joints. The steel plate was 1*02 inches thick, with a 
working tension of 7*17 tons per square inch. Although the 
rolled plate would stand 38 tons, the weakening due to rivettiog 
reduced tiie mai^in of safety, and the joints could not be made 
water-tight. A trial lei^tb leaked badly under 30 atmospheres, 
and at 35 the pumps could not make up the leak^a Ulti- 
mately, the press cracked through the cover-plate and some of 
tbe rivets started, at a pressure which could not be definitely 
ascertained, but was between 48 and 70 atmospheres. 

While these trials were going on, Messrs Clark & Standfield 
had been directing their attention to the placing of steel hoops 
round the cast-iron presses. The practical difSculty of getting 
the hoops over the fiai^^ of the press presented itself, and it 
was decided to make the hoops at the joints with Hanges like 
the tire of a wheel. To prevent this flanged tire from being 
draped off, a small projection was left on the body of the press, 
the heated tire was then passed over this, and, in cooling, it 
fitted tightly behind it. M, Kraft, chief engineer of the Soci^t^ 
Cockerill, gave much consideration to the calculations for, and 
the method of constructing, these presses, and a trial segment was 
made by the Socii!ti5 Cockerill, as shown in fig. 29. This was 
tried under hydraulic pressure, the expansion 1>eing measured 
by a thin strip of metal put round the cast-iron cylinder, and 
another strip round one of the steel hoops. The two ends of 
each strip were connected by means of a spring adjusted by a 
screw, and were also joined to the short ends of an arrangement 
like proportional compasses, set to s ratio of 12 to 1. By this 
means any slight opening of the ends of the strips, caused by 
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the expaDBion of the cylinders, was showD twelve times ita 
actual Bize on the long arms of the compasees. Owing to 
friction (which was, however, reduced to a minimum by lubrica- 
tion) and other causes, the measurements were not absolutely 
correct, but the Instrument was found to be very sensitive and 
constant. A satisfactory trial took place in the presence of the 
ministers, and many Belgian and French engineers interested in 
the undertaking. 

In addition to this trial, M. G^nard (on behalf of the Ponta 
et GhauBs^s) and Mr Lyoael Glark (on behalf of Messrs 
Clark & Standfield) carried out a series of exhaustive trials 




Fig. 29. 

on the segment, for the purpose of finding out as nearly as 
possible the conditions of the several portions of this com- 
posite construction under various strains. It is evident that 
the cast-iron body is subject to a strain at the part covered by 
the steel coil entirely different from that to which it is subject 
elsewhere. Very many experiments were made, the pressure 
bein^ increased gradually, and a measurement being taken at 
each increment of ten atmospheres. The mean of these, 
corrected for atmospheric temperature and other causes, was 
taken, and a normal curve plotted, which gave as the elonga- 
tion on the cast iron between two coils, and elongations on one 
of the steel coils, the results shown by Table I. 
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Were the press a plain cylinder, it would be easy to deduce 
the tensions from these elongations, supposing the diSetent 
coefficients of elasticity of the metal under the different 
tensions to be known; but in either case, before pressure 
was put on the press, the steel coil was already compressii^ 
the cast-iron body to some extent. The teasions had, therefore, 
to be deduced in two ways, by calculation and by graphic 
means. The sizes to which the coil was bored, and the press 
turned, were accurately known, and a pressure which would 
compress the cast iron and elongate the steel coil until they 
became of equal length was deduced Although following 
different methods, both M. G^nard and Mr Clark obtained 
nearly the same results. M. Gc^nard found the pressure 
existing between the coil and the press to be 14 atmospheres, 
whilst Mr Clark found 13J atmospheres. When considering 
the measured elongations, the tension on the cast-iron body 
of the press is evidently relieved by this exterior pressure of 
14 atmospheres, whereas the tension on the steel coil is 
increased to the same amount. They, therefore, found that 
the tensional strwns were as shown in Table II. The strains 
at A are those on the cast-iron press directly under the steel 
coil, and those at B on the steel coil itsell 

It will be noticed that, with the interior pressure of 10 
atmospheres, the cast iron is still in compression, owing to the 
shrinking of the steel coils. 

For that portion of the cast-iron part of the press which 
does not lie directly under the steel coils, it was more difficult 
to calculate the tensions, for it was nearly impossible to find 
out to what extent the shrinkage of the steel coil influenced this 
part. It evidently lay between the maximum (that is, assuming 
this part to be as much affected by the shrinkage of the coil 
as the part directly under a coil) and the minimum, assuming 
the coil to have no influence. Table III. shows the results. 

The ordinary working pressure of these presses was 35 
atmospheres (517 lbs. per square inch). In this condition, then, 
the strain on the cast iron under a coil was 1'35 kilogrammes 
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per square millimetre ('857 too per square inch), for the cast 
iron between two coils, 3'175 to 3"475 kil<^ammes per square 
millimetre (201 to 2'2 tons per square inch), and for the steel 
coil itself, & tension of 64 kil<^rammes per square millimetre 
(4'06 tons per square inch). 

The limit of safety fixed by the Belgian Crovernment for 
cast iron under tension was 2^ kilc^'ammes per square milli- 
metre (1'59 tons per square iuch), and for the steel 7 kilo- 
grammes per square millimetre (4*76 tons per square inch). 
It is evident, however, that although that portion of the cast 
iron which falls under the coils, and also for some distance on 
each side of it, is working under safe conditions, there is 
a portion which exceeds these limits. It was, therefore, 
decided by the Government that whilst accepting this form 
of press, they considered it desirable that a greater number of 
coils should be shrunk on, and it was eventually decided to 
make these coils continuous from top to bottom. 

In designing these lifts, the principle of the Anderton lift 
was followed, varied, however, in one important point. It has 
been stated, when describing the Anderton lift, that the upper 
trough with its barge is made heavier than the lower one, 
by the addition of a layer of 6 inches of water, which forces 
the lighter one up. When the heavier one, however, enters 
the water at the low level, the displacement of the water 
diminishes its weight, and requires the action of a differential 
accumulator to complete the work, by supplying the power 
necessary to overcome the difference of weight, and to force 
the rising trough to its proper height. In these lifts this 
accumulator, with the engines, boilers, pumps, and labour, are 
dispensed with, by arranging the works so that the descending 
trough is received in a dry basin from which the low level 
water is excluded by a gate similar to that applied at the h^h 
level. This alteration in the design enables the descending 
trough to complete the operation of raising the other trough 
through the full stroke of the ram. Fig. 30 gives a general 
view of the hydraulic canal lift at La Louvi^re. 
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BARTON CANAL AQUEDUCT, MANCHESTER 
SHIP CANAL 

In the conBtruclion of the Manchester Ship Canal the thea 
existing Bridgwater Canal had to be dealt with, as it crossed 
the Ship CanaL An interesting description of the work at 
this point was given by Sir Leader Williams at the Institution 
of Civil Engineers in 1897. He stated that the limited water 
supply of the old canal, the loss of water and time tliat would 
have occurred if two sets of locks had been constructed to 
enable barges to cross the Ship Canal on its level, as well as the 
inconvenience to vessels using the larger canal, made it advisable 
to adopt a movable aqueduct, which was an interesting way of 
dealing with the crossing of two canals, as a trough filled with 
water was swung like a swing bridge on a central pivot, leaving 
a passi^ on each side for vessels to pass along the canal, and at 
other times it was closed, enabling the Bridgwater Canal vessels 
to pass over (see Plate 7). The success of the lift at Anderton 
(referred to elsewhere) suggested that the same principle 
might be used tor a swing aqueduct. The i-esult is that the 
first canal aqueduct, constructed 136 years f^o by Brindley, 
has been replaced by the first one made to open to allow vessels 
to pass through. The old aqueduct was constructed of stone 
and brick, with three arches, the canal waterway being IS feet 
wide and 4 feet 6 Inches deep. The new aqueduct has two 
movable spans of 90 feet each, with a waterway 19 feet wide 
and 6 feet in depth; it works on a central pier 400 feet 
long and 50 feet wide, which carries also the adjacent road 
bridge. 

The pier is mainly built of cement concrete with brickwork 
and granite in the part that takes the weight of the aqueduct, 
1400 tons, including the water which is always in the iron 
trough through which the barges pass. The sides of the trough 
are 1 foot above the water-level ; it is carried by side girders 
234 feet long, 22 feet 3 inches apart from the centres of the 
girders, which are 33 feet deep, tapering ofT to 28 feet 9 inches 



Digilizcd by Google 




DiBiiizcdb, Google 



DiBiiizcdb, Google 



BARTON CANAL AQUEDUCT. 6 1 

at the ends, with a side tow-path carried on a gallery 9 feet 
above the water-level. Water-tight iron swiug^tes are 
provided at each fixed ehore-end and also at each end of the 
trough ; when all four gatee are open, bailee pass along the 
canal as usual If a ship is to pass through the aqueduct, all 
the gates are closed, the shore^ates keeping hack the water in 
the canal, and the other gates confinii^ the water in the trough 
wheo it is swung open tor the paasE^ of the ship. The gates 
are worked by hydrauhc power, as is also the trough, which 
can be swung with baizes in it, the groea weight to be moved 
remaiuit^ the same. At each end of the trough a water-tight 
joint is made by an iron wedge-piece of the shape of the cross 
section of the end of the trough, both ends and bottom being 
faced with india-rubber. The fixed and movable ends of the 
aqueduct are slightly tapered and about 1 foot apart. This 
vacancy is filled by the wedge-piece, which weighs about 12 
tons, and is lifted by four hydraulic rams, sufficiently to allow 
the troi^h to he moved, the water between the gates being 
passed off into the Ship Canal. The junctions just described 
are not at right angles to the trough, but are slightly diagonal, 
so as to allow suflicient clearance for moving the trough. After 
it has been again closed, the wedge-piece is dropped on to its 
seating, being of the same taper as the ends of the trough and 
aqueduct. 

The arrangements of the annular girder, rollers, etc., are the 
same as those for the heaviest swii^-bridges, but half the 
weight of the movable portion of the aqueduct is taken by a 
central hydraulic press, 4 feet 9^ inches in diameter and 2 
feet 3 inches deep, which acts as the pivot and is free to turn ; 
a hydraulic buffer and locking bolts are also provided. The 
power is obtained from the adjacent hydraulic station, which is 
also used for the road swing-bridge; both are worked from a 
high brick tower on the central pier. The aqueduct has never 
given any trouble, working quickly and with smoothnesB — a 
result for which much credit is due to the constmctors, Messrs 
HandjBide & Co. 
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HY-DRAULIC HOISTS— LIFTS. 

A cage raised and lowered oq the top of a ram (the cylinder 
being sunk in the ground) is the simplest form of hoist. Pro- 
vision in this case has to be made for a varying weight due 
to the altered condition of the load. As the ram rises, the 
head and pressure diminish, whilst the we^ht of the ram in- 
creases, as it is less and less immersed in the water. A counter- 
balancing weight is, therefore, required to lower the c^e when 
empty, and to adjust the varying weights of the chain as the 
cage rises and falls, and also to balance the weight of the ram. 
The counterweight is usually attached to the chains connected 
with the cage, and passing over fixed sheaves at the top of the 
lift-framing. The amount of weight to be provided must be 
sufficient to balance the cage and the whole weight of the 
ram when at the top of the stroke, minus the weight of the 
chain which then assists the counterweight. When the ram 
is at the bottom of the stroke, the counterweight must balance 
cage, ram, and chain, the weight of the ram being then less 
than when it was at the top of the stroke, owing to water 
surrounding it. It will be seen that where the weight of a 
dii-ect-octing ram is counterbalanced, the ram is subjected to 
both tensible and compressive strains, according to whether 
the ram is being pulled by the counterweight or pushed by 
the water-pressure. If, on the other hand, the counterweights 
are omitted, the amount of water consumed to raise the load 
is greater in proportion to the useful work done. 

Hydraulic power has a lai^e field for useful employment in 
the direction of working lifts in offices, hotels, and private 
houses, where the height of the upper floors renders some 
mechanical appliance necessary. 
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THE OTIS ELEVATOR. 

The low preBBure of water compaoiea' mains is capable of 
being utilised foi lifte. A good form of low-pressure lift is that 
which ifi known as the " Otis Standard Hydraulic Elevator," 
manufactured by the American Elevator Company. The 
mechanical arrai^ementa which are characteristic of this lift 
are shown in detail by Plate 8. The motor is a cast-iron 
vertical cylinder A connected by a tee C to a smaller cylinder 
B, the bottom of which rests in the water-chest D, connecting 
with the valve through the port E. The cylinder A is con- 
nected with the valve through the port F. The valve is a 
piston valve with a rack attached to the top of the piston, and 
is worked by the sheave T, attached to the pinion shaft, and 
controlled by a hand rope S passing through the car. In the 
cylinder A is a piston 6 connected by means of two piston rods, 
which pass through stuffing-boxes N to a crosshead K. This 
crosshead rests in a double strap I, which holds the travelling 
sheave H, connected with the car by means of four independent 
wire cables, one end of each being fastened to a hitching block 
by means of fork rods. The other ends, after passing under 
the travelling sheave H, and over the overhead sheave E, are 
led, two on either side, to the bottom of the car, where they 
are attached to the ends of the safety platform upon which the 
car re8t& 

The piston and the car thus travel in opposite directions ; 
the foimer, with its attachments, balances a certain proportion 
of the dead weight of the car. The rest of the dead we^ht is 
counterbalanced by cast-iron blocks L placed in the strap I. 
Owing to the sheaves H and £ the car has a travel of twice 
that of the piston Q (the travel of which is never more than 
about 30 feet) so as to retain the solid column of water under- 
neath it hy atmospheric pressure, when it is at the top of the 
cyUnder. The motive power is usually the hydrostatic pressure 
from the elevation of a cistern, so that the pressure rarely 
exceeds 40 lbs. per square inch. The speed is usually 300 to 
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400 feet per mioute. There are three pietons in the valve 
conuected by a stem, the upper one being for the purpose of 
preventing the water from escaping through the valve cap at 
the top of the valve. The pressure on the bottom of this upper 
valve piston is equally on the top of the second^pieton, and 
enables the valve to be raised or lowered without effort 

The area of the cylinder A is made proportionate to the load 
to be lifted. The downward pressure is always constant on the 
piston G, but downward motion is impossible until the column 
of water which Is underneath the piston G is allowed to move 
by the opening of the valve. The exhaustion of the column 
underneath the piston G is effected by raising>the valve piston 
until it occupies the space between the ports E and F, as in 
Sg. 2. This raifiii^; of the valve piston opens connection 
between the port F and the dischai^ pipe, enabling the 
column below the piston G to discharge, and the hydrostatic 
pressure on the top of the piston G to become effective in 
forcii^ the piston down to the bottom of the cylinder. 

The column of water below the piston G will not fall away 
and discharge unless there is a pressui-e on the top of the 
piston, even if the piston G is at the top of the cylinder, as the 
column of water under the piston G is never more than 30 feet 
in he^ht, and this column is sustained by atmospheric pressure. 
The available pressure is always the same throughout the entire 
stroke, for what is lost in head (when the piston G is near 
the top of the cylinder A) is balanced by the weight of the 
column which hangs to the bottom of the piston ; and as the 
piston descends and the head increases, the weight of the 
column underneath the piston decreases. 

For lowering the car, the valve piston is lowered below the 
port F into the discharge, and thus the pressure (which is also 
in the circulatii^ pipe B) acts under the piston G as well as 
on the top of it The pressure being thus neutralised, the car 
descends by gravity, raises the piston G, and displaces the 
column of water on the top of it. This water passes through 
the port C into the tee, and being prevent«d by the greater 
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presBure from going up the supply pipe, it passes through the 
circulating pipe B into the valve, back through the port F 
nnder the piston G, filling the cylinder A under the piston, as 
the piston ascends. The diachai^ of this water is prevented 
by the position of the valve [oston, as shown in fig. 3, and thus 
the water which was on the top of the piston G is led below it, 
ready to be dischai^ed the next time the car is raised. The 
solid column of water thus acte on both sides of the piston, so 
that no action of the piston can take place without a displace- 
ment of water, which can only be produced by a change of the 
position of the valve. AH motion is stopped when the valve 
piston covers the port F (as in fig. 1) without r^ard to the 
position of the piston G, for the column below the piston G 
cannot be dischai^d while the valve piston is covering the 
port F. Nor can circulation take place, because that same posi- 
tion of the valve piston prevents the fiow of the water from the 
circulating pipe B under the piston G, the head in the supply 
preventing the water above the piston G from being forced 
up the supply pipe. 

Attached to the piston G is a cast-iron apron, or follower, 
which automatically cuts off the discharge at port F, in the 
downward stroke of the piston. The discharge is cut off before 
all the water is exhausted from the bottom of the cylinder A, 
and, therefore, this water forms a cushion on which the piston 
seats itself gradually. To prevent the accumulation of air 
underneath the piston G, an air valve is attached to the 
piston by which the air passes throt^h the piston to the top 
of the cylinder A, and then either passes out through the 
supply pipe or is exhausted by means of a jet cock M. 
When the travel of the piston G is suddenly arrested, the 
shock is overcome by means of a relief valve, connecting 
the water-cheet D with the port F, enabling the wat«r 
under the cylinder to communicate the shock tbroi^h this 
valve to the column in the water-chest B and circulating 
pipe B, on into the supply pipe. In case of a sudden 
stoppage of the piston G in an upward stroke, the shock finds 
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veut through the port C up into the supply pipe, and ia also 
overcome. 

There are oever leea than fo\ir cables used, and the smalleet 
size ia half an inch diameter. The diameter decided upon in 
each case is euch that any one cahle shall have many times the 
necessary strength to do all the work. These cables are so 
attached that they receive an equal strain, and in case of the 
breaking of one, there is nothing to occasion the breaking of 
any of the other& The four cables are attached to the safety 
platform underneath the car, and are so arranged that the car 
will not work unless the strain on each cable is equal. By this 
means the mere stretching of one cable makes it impossible to 
run the car until the stretch sliall have been adjusted by means 
of the fork rod, by which it is attached to the hitcbing-block. 

Under the car is a safety platform, consisting of hard wood 
faced with iron plates. At each corner is an iron shackle rod, 
to each of which a cable is attached. These shackle rods ate 
fastened to an equalisiDg bar underneath the platform, which 
is held by a pivot in the centre, and so long as the strain upon 
the two cables ia equal, the bar will retain a horizontal position, 
but the stretching of a cable will allow the bar to leave its 
horizontal position, in either one direction or another, according 
to which end receives the greater strain. The shape of this 
equalising bar is such that, when it leaves the horizontal 
position, the forged projections of the bar come in contact with 
other forgings, which are a part of the wrou^t-iron rod that is 
extended from end to end of the safety platform on its under- 
side. One of the forgings of this rod is a finger witii toothed 
end. The normal position of this finger is just below a braes 
wedge which travels with the safety platform, and is held in 
place by means of a shoulder both on the top and side, and is 
thus prevented from falling out. The platform is grooved at 
either end to receive the hard wood slide on which the car 
travels. The jaws and ends of the safety platform are faced 
with heavy iron plates. The position of the wedge is between 
the guide and one of these jaws, and, from its shape, a pressing 
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in of the wedge creates so great an amount of friction that the 
car cannot travel The wedge is pressed into its place hj the 
finger before alluded to, and that finger ia in turn worked by 
the mere atretchii^; of a cable. Each end of the safety platform 
is equipped alike, and the rod which passes underneath the 
platform connects the two ends, so that action at either end 
necessitates the pushing in of the wedges at both ends. These 
wedges cannot slip out of position, nor can the slides warp out 
of place, or fail to be wedged. An adjustment and equalising of 
the tension of the cables which may have stretched, will at once 
remove the fingers which press in the wedges, and an upward 
motion of the car itaelf would at once release the wedges, owing 
to their shape. I^ownward motion is then possible, but it ia 
impossible until the tension of the cables is equalised. It 
follows, then, that the heavier the weight in the car, the greater 
the power there is pressing in these wei%(is and the teeth of 
the end of the finger, which comes directly in contact with each 
wedge. 

There is also a safety governor which has a separat« attach- 
ment to the car by means of an independent wire cable. This 
passes through the governor, under a sheave at the bottom of 
the well in which the car runs, and back ^ain to the side of 
the car, where both ends are attached. The governor is made 
for whatever speed may be desired, and any speed in excess of 
that would cause it to act. 

Messrs Tommasi and Heurtvis^ have devised a plan to 
balance the dead we^^ts by means of a second hydraulic 
cylinder placed closed to the htting cylinder, and connected 
with it. The ram in this second cylinder is loaded so as to 
balance the lifting ram and cage when at the bottom. It has 
a larger area but shorter stroke than the lift-ram, and is con- 
tinued of the same diameter, through a stuffing-box, to another 
i^linder above it. The pressure in this latter cylinder, acting 
on the ram, balances the lifting ram in the lifting cylinder with 
its cage when at the bottom. Counter-weights serve to further 
baluice the lifting ram as it rises, so that the pressure required 
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to be applied to the liitii^ ram is only that which is neceesar; 
to raise the people in the c&gd, and the lifting ram is (as it 
abould be) always in compression. 



GLASGOW HARBOUR ELEVATORS. 

The elevators at the Gla^ow Harbour Tunnel (of which 
Messrs Simpson & Wilson were the engineers) are worked 
by hydraulic power, and a description of them was given 
in Engineering in 1895 (when the tunnel was opened for 
traffic). They were constnicted by the Otia Elevator Company, 
and deserve special mention, as they were more powerful than 
any that had been then made, the load being 12,000 lbs. and 
the maximum lift 72 feet They work in the shafts on the 
north and south sides of the harbour, there being six in each 
shaft — three for lifting and three for lowering vehicles, for 
which they are intended, as the passenger traffic is served by 
inclined approaches to the tunnel and staira 

The guides for the cars consist of posts of box section 10 
inches by 12 inches, with cross struts at three intermediate 
points. Bolted to the guides are three thicknesses of pitch pine 
spiked together. 

The elevatii^ or lowering car has an automatic balanced 
lever arrangement to stop it on reaching the end of its 
journey. 

The main elevating and lowering valves are identical, except 
that one of the bottom cups of the lowering valve is reversed 
for lowerii^. The fact that three elevators are used for lowerit^, 
and three for raising, involved some interesting features. The 
elevating machines have cylinders 13 inches in diameter, with 
a ram 10 inches in diameter, and the lowerii^ machines 
a cylinder of 11 J inches in diameter, and a ram 10 inches 
in diamet«T. The lifting machine, in contradistinction tO' 
the lowering machine, has a preponderance of weight on 
the car side, so that it will just descend at a given speed by 
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gravity, the main valve beii^ bo connected that pressure is 
admitted above the piston to lift the load, or oomtnunication is 
eetablished from above the piston to the discharge tank, the 
car descending. The machine, however, uses water pressure 
in proportion to the load lifted, there being two powers. For 
loads of 6000 lbs. or less, the motor uses 37'8 gallons in lifting 
the load 74 feet, and above 6000 lbs. load the consumption 
of water is 70-7 gallons for the same travel This change 
of power is entirely automatic in action, and is brought 
about by the use of a valve designed by Mr Thorpe. 

A small pressure pipe from the hydraulic-pressure mains 
communicates with the cylinder above the piston of the Thorpe 
valve, while below the piston is a pipe communicating with the 
main cylinder head. The pressure in the latter pipe is propor- 
tional to the load upon the elevating car. The areas above 
and below the piston of the valve are ho proportioned that, 
at the desired changing point, viz., 6000 lbs., the effort beneath 
the piston exceeds the effort above, and the valve rises. In 
other words, it may be described as follows: In raising a car 
with a load of less than 6000 Iba as above, the Thorpe valve 
remains closed, so that the water beneath the main piston lifts 
the balance chock valve, and is forced into a pipe connected 
to the main cylinder head. When lowering the car, however, the 
balance check valve doses, and the unbalanced check valve lifts, 
thus opening communication from below the piston to the 
discharge tank. An amount of water equal in volume to the 
space beneath the piston is drawn in below the piston, and on 
the reverse stroke, or when lifting, this water is introduced 
above the piston. Thus the actual amount of water used is 
equal to the displacement of the plunger only. When lifting 
loads exceedii^ 6000 lbs., the preponderance of effort is below 
the piston of the Thorpe valve, causing it to rise and open com- 
munication directly between the valve and the discharge tank. 

The lowering cylinder is llj inches in diameter, and the ram 
10 inches in diameter. The weight of the car is overbalanced, so 
that the tendency of the unloaded car would be to rise, but when 
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loaded, to descend, thus using no water, the water in this case 
servii^ only as a brake. The main valve, therefore, has no 
direct comrounication with the accumulator pressure (which 
is 750 lbs. per square inch), but simply controls the ^ress of 
water below or above tha piston for the aacendii^ empty car 
or descending loaded car. In cases, however, of a vehicle being 
too light to overcome the overbalance and friction of the 
machine, there is a preesure valve worked by a lever alongside 
of the main lever on the operating gallery. By means of this 
valve the accumulator pressure is introduced below the main 
piston, and by placing this valve in the opposite position, 
pressure is obtained above the piston, in which way the machine 
may be used for lifting puTposes, Attached to the lowerii^ 
machine is a speed governor or controller, so that with the 
main valve fully open for the down motion there is practically 
no variation of speed, with just sufBcient load to make the car 
descend, or with the car loaded to double its capacity. 

At the head of each lowering cylinder is a safety valve, so 
that pressure above a certain point cannot be reached. There 
is also a similar check or relief valve, 80 that should the 
pressure be admitted from the auxiliary valve to the top of 
the main cylinder and the main valve be closed, a pressure 
above that in the mains could not be produced below the main 
piston. This check valve opens (gainst and directly into the 
pressure inains. In the same manner, were the car ascending 
empty, i-e. by gravity, using no water, and the main valve 
suddenly closed, this relief would open, preventing the 
slackening of ropes, and gradually absorbing the inertia of the 
machine. 



MERSEY RAILWAY LIFTS. 

The railway under the river Mersey (which was constructed 
by the late Sir James Brunloes and Sir Douglas Fox, and was 
opened by the then Prince of Wales in January 188fi) has 
at each extremity hydraulic lifts for conveyii^ passengers and 
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their luggage from the deep undei^ound BtAtioDS at James 
Street and Hamilton Street to the daylight stations on the 
street level above. Particulars of theee lifts were given in a 
paper read at the Institution of Civil Engineers by the late 
Mr Itich (of the firm of Etteton & Anderson, their constructors). 
Plate 9 shows the arrangement. The lifts at the James Street 
station have a stroke of 76 6 feet, and at the Hamilton Street 
station 877 feet. At each station there are three lifts 
independent of one another, each being capable of raising one 
hundred pasaengera at a time. The maximum load due to 
passengers is taken at 15,000 Ibe. The lifts are direct-acting, 
with rams of hollow steel 18 inches in diameter, with balance 
diatns and counterweights. The ascending cage is 19 feet 
6 inches long by 16 feet 6 inches wide and 8 feet 10 inches 
high. They are worked by low pressure water derived from a 
tank, aided by water pumped by steam-power direct into the 
lift supply-pipe. !nie water is discharged by the descending 
cages into an underground tank, from which it is pumped 
back to the h^h level tank. 

The several lifts are contained in rectangular vertical shafts, 
21 feet long and 19 feet wide, partly excavated out of the 
solid red sandstone, and partly in walls of brickwork. In the 
centre of each lift space a boring has been carried vertically 
beneath the fioor to a depth of 75 feet to receive the lift 
cylinders, which are of cast iron, 21 inches internal diameter 
and IJ inches thick, bolted together in 12-feet lengtha The 
rams are 18 inches outside diameter and J inch thick, con- 
structed of mild steel tubes in leugths of 11 feet 6 inches, 
and connected together by internal screwed ferrules, 6 inches 
long and 15| inches internal diameter. The ca^ is guided 
and kept in position by four cast-iron guide brackets (of a 
V-shape) 16 inches long. From the side girders two chain 
pulleys, 4 feet 8 inches in diameter, are suspended. Between 
each pair of them is a counterweight weighii^ 7620 lbs., 
capable of being increased by smaller weights of 90 lbs. each 
to balance the lift. A large self-acting flap-valve admits 
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water automatically to the lift cylinder from the exhaust, 
if the Btaiting valve la closed too euddenly during the ascent 
of the lift. The stroke of the hand-rope, from full pressure 
to full exhaust, is 9 feet, which enables the starting and 
stopping to be effected quietly. Three 7-iDch mains descend 
to each lift from the bottom of the supply tank, with the 
necessary valves to control the service. The speed is about 
2 feet per second, and the average journey is accomplished 
in from thirty to forty seconds. The three lifts at each 
station are capable of working simultaneously, raising three 
hundred passengers in about a minute. The total cost of the 
six lifts with all machinery was about £20,000. 



CITY AND SOUTH LONDON RAILWAY LIFTS. 

These were described by the late Mr Greathead in a paper 
read at the Institution of Civil Engineers in November 1895. 

It was decided to adopt suspended lifts in preference to 
direct-acting lifts, as being lighter and, for large lifts, more 
rapid, and, owing to the absence of deep wells, as having every 
part open to inspection and accessible at all times. It may be 
interesting to note that this application of the suspended form 
is a return by Messrs Sir W. G, Armstrong, Mitehell & Co., 
to the original lifte of Lord Armstrong, introduced nearly fifty 
years ago and described in the Proceedings of tfie Institution, 
vol. ix. p. 376. Suspended lifts would not in all cases be the 
best form, direct-acting lifts having preponderating advantages 
in many cases. 

There are two lifts in the 25-foot shaft at each station, of 
depths varying between 43 feet at Stockwell and 67 feet at 
Xing William Street. The c^es are approximately semicircular 
in plan, and each accommodates between fifty and sixty 
passengers, who enter and leave at either end. The lifts are 
worked quite independently of one another. The whole of the 
lifts are worked by pumping engines placed in the engine-room 
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at Stockwell, where tiie pressure in the main is about 1200 lbs. 
per square inch. The pressure and return-water pipes are 
carried upon brackets plaoed in the tunnels. In addition to 
the main accumulator at Stockwell, another is placed in the 
stair-shaft at the " Elephant and Castle " station for the 
purpose of equalising the pressure. 



LIFTS FOR SUBWAYa 

Hydraulic power has another new field for utilisation in the 
direction of working lifts for subway traffic, both vehicular and 
passei^r. In many cases where the construction of a bridge 
to convey traffic over a nver is objectionable, a subterranean 
communication has been difficult to make, owing to the 
approaches to the subway being impracticable. Mr Qreathead 




Fig. SI. 

and Sir William Armstrot^, Mitchell & Co., have given much 
attention to the question of providing hydraulic lifts which 
would enable the long and expensive approaches to a subway 
to be dispensed with, and which would at the same time meet 
uninterruptedly the demands of a large vehicular traffic 

An example of this is shown by fig. 31, which represents 
the arrai^ement of hydraulic lifts which it was proposed to be 
placed on Tower Hill and on the Surrey side for giving access 
to and from a subway under the Thames where the Tower Bridge 
has been since constructed. Two series of cages or compart- 
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menta (which were to be well tabled) were arranged to admit of 
free ingress and ^irese for the traffic going in both directionB. One 
seriea was for lowering the trafQc going Bouthwards through the 
subway, and the other was for raising the traffic coming north- 
wards from the subway. Each of the compartments was of such a 
size as to take either the largest vehicle and four horses, or a 
tramway car and horses, or two smaller vehicles and their 
horses. The working of the lift is as follows: — A vehicle 
arriving would pass into, say, the first of these large com- 
partments, and be lowered immediately to the roadway below. 
The vehicle following would pass into the next compartment 
and be lowered. By the time the last of the series of lifts or 
compartments had gone down, the first would be back again 
at the surface for a repetition of the operation. The traffic 
would thus pass down continuously on that side, whilst a 
similar series of lifts at the other end would in a similar way 
take it up. The cost of the whole communication, includii^ 
subway, shafts, lifts, subway for foot passengers, etc., in com- 
plete working order, was estimated to be £280,000, while a 
similar communication with inclined approaches would coat 
probably three times as much, and would involve the 
demolition of buildings and the displacement of population. 

A subway can thus be approached at whatever depth it 
might be below the surface, and without the difficulty 
attending approaches with steep gradients, provided the 
number of lifts be proportioned to the traffic. The advantages 
of such a system of lifts are apparent. The continuity of 
traffic is not interrupted as in the case of a ferry or an 
opening bridge. No inclines have to be surmounted. Owing 
to the distribution of the traffic throi^h a series of c^es, the 
working expenses of lifts are in proportion to the traffic, 
whereas when large platforms are used, as hitherto, capable of 
taking a cousiderable volume of traffic, the working expenses 
are frequently out of proportion to the traffic, because at slack 
times the lai^ platform is set in motion for one small vehicle. 
There is a great saving in first cost of communication compared 



Digilizcd by Google 



DiBiiizcdb, Google 



G. A N,-W. Railway Uiiik.t-a.tis.: \Vai!..n Litv. 



Digilizcd by Google 



WAGON LIFTS. 75 

with the cost of a subway having inclined approaches, or with 
a subway having a lat^ platfonn. By the multiple-lift aystem 
stmts can be put between the deep walls of the shafts (as 
shown in fig. 31), which would be impoaaible if the single-lift 
system were employed. An arrangement of lifts like these 
effects a great saving of time to vehicles passing from bank to 
bank of the river. For instance, the lifts in the case shown by 
fig. 31 would take half a minute to go down and the same to 
go up, and assuming a vehicle to travel at three miles an hour 
through the subway, it would only take five minutes from 
bank to bank. 

The cheaper means of making communications under rivers 
which this system of lifts affords, appears to open out a very 
important extension of the application of lifts. In some cases 
any additional communication has of necessity to be cheaply 
effected. The amount, or nature, of the traftic in many cases 
is such as to require that only a small outlay is incurred to 
make the work remunerative. 



WAGON LIFTS. 



Plate 10 shows two direct-actii^ wf^on lifts which have 
been recently erected by the Hydraulic Engineering Company 
for the London and North-Western Railway, at their Gfoods 
Dep6t at Haydon Square. Each lift is capable of raising and 
lowering loads of 20 tons through a height of about 21 feet, 
at a speed of about 100 feet per minute, with s working 
pressure of 600 lbs. per square inch. The rams are arranged 
to return water to the accumulator when lowering. 

The lifting rams are three in number, the two outer ones being 
7j inches diameter, and the centre ram 8^ inches diameter, 
working in separate cylinders, side by side, under the centre of 
the platform. 

The rams are so proportioned that the centre one will raise the 
empty platform, the two outer ones will raise an empty wagon 
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in addition, and the three rams together will raise full wf^ns. 
In lowering with empty wagons of a nuudmum weight of about 
4^ tons each, the centre ram returns its water to the accumulator. 
When lowerii^ loaded wagona of a gross load of not less than 
about 15 tons the two outer rams return their water to the 
accumulator. All three cylinders are exhausted to lower the 
empty platform. 

When not takiug pressure water, the lifting cylinders are 
filled from a return tank. 



NEW" HYDKAULIC LIFTS OF THE EIFFEL TOWER. 

An interesting description is given in Le Q&iiie CwU, 1900, 
of new hydra die lifta which were put in the Eiffel Tower in 
view of the Exhibition of 1900. 

These were fixed in the eastern and western pillars of the 
Tower, and each is arranged to carry 8000 passengers in ten 
hours to the second stage, a height of 374 feet The general 
conditions to be fulfilled were to raise 100 passengers (nearly 
7 tons), the cars we^ii^ over 9 tons, at a maximum speed 
of 8 feet per second, absorbing approximately 420 h.-p. By an 
arrangement of h^h and low-pressure accumulators (the latter 
being charged by the down journey of the cars) the mean horse- 
power required to be maintained by the pumps is reduced to 
about 70 h.-p, Thi-ee acctimulators were used, two high-pressure, 
working at 770 lbs. per square inch, and one low-pressure, 
working at 256 lbs. per square inch, the pumps having to over- 
come the difference in pressure between the two systems. The 
cars were raised by steel wire ropes attached to rams of 
which the plungers were 15^ inches diameter and had a stroke 
of 55 feet, eight turns of cable being used. Each lift consists 
of a tier of three cars, the upper cars taking fifty passei^rs 
each, the lower one being arranged as a platform for the driver. 
Owing to the curved form of the pillars of the Tower the angle of 
the cars changes considerably during the ascent; the passenger 
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oara are therefore hinged on the carriage to which they are 
attached, and coupled tt^ether by a connecting rod which controls 
their movement, being coupled to a worm wheel fixed in the 
driver'scar. The worm which drives this wheel receives its motion 
from a ratchet toothed rail, which is also used for the safety 
gear. This gear is so arranged as to automatically come into 
action whenever the speed exceeds 12 feet per second. 
Additional hydraulic brakes are also provided for use in case of 
necessity. The movement of the cats is controlled by a flexible 
steel cable which ia attached to two partially balanced valves in 
the base of the Tower, one of which, for the up journey, admits 
high-pressure water from the accumulators to the ram ; the 
other, for the down journey, regulates the exhaust from the rams 
to the low-pressure accumulator. 



GEAIN ELEVATORS. 



Mr W. H. Lindley, the Engineer to the Magistracy of Frauk- 
fort-on-Main, erected grain elevators in the new harbour at 
Frankfort, of which Flates 11 and 12 ahow the general arrange- 
ment, the object beii^ to raise grain from ships and ba^es 
alongside the quay by a telescopic tube containing within it a 
series of buckets working vertically, and lifting the grain from 
the hold and delivering it to the surfaces of endless bands, which 
convey it to the various floors of the granaries for ator^a 

In order to raise the grain from the barges, a stationary elevator 
was fixed on to a swinging arm, at a distance of 7} metres from its 
axis, as showti by Plate 11. The we^ht of the elevator and of 
the swinging arm A was partly counterbalanced by a number 
of weights. When the swinging arm was in a horizontal position 
the whole of the counterbalance weights were in action, and 
when the swinging arm was raised further up, the weights 
gradually came out of action. The counterbalance weights were 
connected to the elevator by means of two wire cables B B, and 
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in such a way that the depresBioii of the Bwinging arm takes 
place owing to the weight of the unbalanced part of the elevator, 
and it was raised by means of the wire ropes C C running over 
the wiudit^ drums of the windlass D. An improvement was 
introduced by substitutiz^ for the counterbalance weights 
hydraulic arrar^ments. 

The grain lilted from the bai^u was taken from the top of the 
elevator by means of an india-rubber band, and was conveyed 
either to automatic scales, or to the transporting belta, for 
distribution and storage in the granaries, provision being made 
for dealing with 36 metric tons per hour, or 6 sacks per minuter- 
each of 100 kUos. or 220 lbs. 

In order to supplement the stationary grain elevator at the 
granary, a portable grain elevator was erected as shown by 
Plate 12. This elevator had a radius of 5 metres, and 
transported the grain from the barges to the two automatic 
scales A A and to the arrangements for filling and removing the 
sacks at 6. This, as well as the stationary elevator, were 
capable of dealing with 36 metric tons of grain per hour, or 
360 sacks each of 100 kilos, or 220 lbs. The portable elevator 
moved along the edge of the quay on rails of the ordinary gauge. 
The rotating part of this elevator was carried on rollers running 
on a race C supported by the upper frame of the travelling 
truck, and while the elevator was at work it was supported on 
jacks D resting on the edge of the quay wall. The elevator 
could be altered to suit the varying water levels by means of a 
teloacopio arrangement E, and the range of adjustment of the 
inner telescope Lubes, as well as of the buckete, was 7 metres. 
The edge of these tubes was lowest when their highest position 
was I metre above the rail level, as shown. 

The adjustment of the telescopic tube could be varied either 
when the elevator was at work or when it was at rest, and the 
weight of the telescope tube and buckets was balanced by 
counterweights F F at the back of the elevator. G G was the 
main driving belt. H was the windlass for lifting the telescope 
and the bucket belts. I was the band for transporting the grain. 
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after it had been raised by the elevator to the weighing machine. 
J was the high-pressure water main, and K the exhaust. 

The elevator was raised or lowered hj means of a hydraulic 
engine, and could be placed at any desired part of the quay, and 
supplied with water at a pressure of 65 atmospheres from 
hydraulic mains, which were laid throughout the harbour for this 
aud other purposes (Plate 13). 

The Elswick Company have arranged grain-conveying 
machinery in which the grain is loaded on to an endless band 
by which it is carried to any desired part of the buildii^, and 
often for very considerable distances. Plate 14 shows more 
particularly a movable throwing-ofT apparatus by means of which 
the load can be taken off the band at any desired position. The 
band after going over the top roller is suddenly bent downwards 
beneath the lower roller, but the grain is carried forward by its 
momentum, leaving the bond at the roller and being received 
into a hopper or shoot a little way in advance. This class of 
machinery was or^inally introduced into this country at Birken- 
head and Liverpool some forty years ago by Mr Percy Westmacott, 
and its use has since extended very much indeed. 



WAYGOOD'S LIFT AND HOIST. 

A form of hydraulic lift made by Messrs Waygood & Co., 
London, deserves mention, as automatic water-saving arrange- 
ments are applied to it whereby the water used is always 
proportional to the load raised. This is effected by admitting 
water to one or more rams through valves which are controlled 
by a governor driven by the moving lift at a speed varying with 
the load. With a light load the governor is driven quickly and 
actuates a weighted catch lever which limits the admission of 
water to one. If the load is heavy the slow movement of the 
governor enables water to pass two or more rams. 
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STAOE MACHINEEY. 

At the Lyric Theatre hydraulic stage machinery was introduced 
in the form of five seta of " bridges " (constructed by Messrs Clark 
& Bunnet) supported by hydraulic rams and placed towards the 
rear of the stage proper. Four of these " bridges " rose to the 
level of the atf^e floor (which is 17 feet 3 inches from the cellar 
floor), but the fifth and larger one could be taken 10 feet above 
the stage floor level. The loads for the four were 2 tons, and for 
the fifth 3 tons. There are two rams to each " bridge," SJ inches 
in diameter for the four front " bridROB," and 4 inches for the 
larger one. 



HYDEAULIC CAPSTANS. 

The pi'oduction of a simple hydraulic rotary engine led to its 
application to capstans, several forms of which have been 
introduced. One is that made at Elswick, which may be 
termed the turnover hydraulic capstan, as shown by Plate 15. 
A bed-plate is hinged upon two trunnions, one admitting the 
pressure, and the other being used for the outflow of the 
exhaust water after it has passed through the workii^ valve or 
valves. To the bed-plate is cast a pillar, through which the 
crank shaft is guided, and te the other end of which the capstan 
head is fixed. To the single crank, on which the three rams act, 
is attached a cross-rod communicating motion te a rotary valve, 
from which branch pipes convey the water to and from each 
cylinder. The trunnions of the bed-plate are carried on 
bearings attached to a cast-iron casing, which forms a frame- 
work for the capstan, and on which also is carried the working 
valve for regulating the starting and stepping of the capsten. 
This working valve is usually a mitred valve, to which a 
counter-weight and lever are attached, in such a manner that 
the counter-weight, when free, keeps the valve closed. To 
start the engines, the lever is pressed with the foot, thus 
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raising the weight which keepe the valvea cloaed When the- 
toot is removed the valve is closed, and the actiou of the capetan 
is stopped. The capstan is so balanced on the trunnions that it- 
can be easily turned over by one man. The advantages of this 
arrangement chiefly consist in the facilities that are afforded 
for examining and oilii^ the parts. The capstan can be worked 
in any position, so that its action can be readily seen and 
adjusted. The usual power given to workii^ capstans is equal 
to a hauling power of about 1 ton on the rope, but smaller 
capstans than these are used where only one or two wagons are 
required to be moved at a time. The speed of the capstan can 
be varied from 2 or 3 revolutions per minute to upwards of 100 
revolutions. 

Plate 16 shows an Elswick hydraulic capstan of 11 tons 
hauling power for dock use. The engine, gearing, etc, are 
placed, of course, beneath the quay-level. 

The introduction of hydraulic capstans into railway goods 
yards and other similar places, has proved of great advantc^ 
in expediting the operations of shifting trucks, making-up 
trains, and the like. 



HYDRAULIC TKAVEBSEES. 

The transference of railway trucks or carrif^^es from one 
line of rails to another is rapidly effected by traversers worked 
by hydraulic power. The expedition .in making up trains, 
both goods and passenger, that results, has led to their exten- 
sive use. The construction simply consists in detaching a 
length of the line, sufficient for the carrii^ or truck to stand 
on, and by suitable framing beneath to support it on rollers 
resting on rails. These rails are laid between the two lines 
to be served by the traverser, and they enable the frame, with 
the carrii^ or truck on it, to be rolled from one line to the 
other. This can be done by placing a hydraulic cylinder and 
ram with multiplying sheaves in a pit adjoining, and by con- 
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necting the chain or cable to the traverser, a short stroke of 
the ram produces a long run of the traverser. At the new 
harbour at Frankfort-on-Maiu an installation of hydraulic 
power was carried out hj Mr W. H. Lindley, the engineer 
to the magistracy of that town, and the author inspected 
this installation ia 1888. Travei-sers were used with a travel 
of 44 metres between centres of rails, and this long run involved 
the employment of three-cylinder engines, the power being 
conveyed by cables passing over a series of sheaves arranged 
in Btra^ht lines, by which no undue wear and tear of the 
cables arose. A trial of one of these traversers gave 220 
seconds as the time occupied in the several operations of 
bringing the traverser from one line to the other, hauling a 
truck on to it, transferring it to the other line (44 metres 
away), and hauling the truck off. A trial was made by 
running the traverser a longer distance than between these 
two lines (the range of travel extending to more than two 
lines of rails). A wi^n with a load of 15,500 kilogrammes 
was put on the traverser, which was run backwards and 
forwards through a total of 59 metres. The engines made 
100 revolutions and used 310 kilogrammes of water. 



MOVABLE JIGGER HOIST. 

A movable jigger hoist is shown by Plate 17. This machine 
consists of a hydraulic cylinder A, with a ram B, and multi- 
plying sheaves C C. The lifting rope or chain passes over the 
large drum D, and the chain for communicatir^ the power from 
the cylinder passes over a smaller one which is attached to it. 
The lifting slide valve is fixed to one side of the cylinder, and 
is worked by a man standing on a platform above the valve. 
Valve gear can be fitted to the machine (as shown in the figure) 
by which the jigger can be worked by a man standing on a 
ship's deck, and looking directly into the hold. The machine 
itself remains on the quay, thus dispensing with one man. It 



Digilizcd by Google 



TO Lirr IS cwT. 




.. ,>*:",? C'i"-'^''- 



DiBiiizcdb, Google 



HYDRAULIC WAGON DROP. 83 

is mounted on a wrougbt-iron frame, carried on four wheels 
E, BO as to allow of its belt^ moved from place to place. The 
water is conveyed to the machine from the main through 
jointed pipes, which allow a considerable amount of travel of 
the j^gers without alteration of the pipe connections. The 
pressure and exhaust connections on the jiggers are shown, 
with caps for protecting the joints when the machine is not 
in use. These ji^ers are of varying powers, according to the 
purpose to which they are to be applied, whether for lifting 
sacks of corn, or light jute bales. They work with great 
rapidity, making from four to five lifts per minute from the 
hold of a vessel 



HYDRAULIC WAGON DROP. 

In the arrai^ments for ohai^ng blast furnaces, a wagon 
drop is generally employed for lowering the chaises into the 
furnace, the downward movement being controlled by a brake 
applied to the shaft on which are fixed the sheaves for the 
ohains or wire ropes. Sir Thomas Wr^htson has successfully 
applied water as the controlling agent of the brake, and he 
described this arrai^ment at a meeting of the Iron and Steel 
Institute. Fig. 32 shows the means by which water in this case 
is utilised as a hydraulic brake. A cylinder A (10 or 12 inches 
diameter) has a stroke the same as the rise or fall of the c^a, 
which is suspended from the piston-rod D, at the other end of 
it being the piston C, working in the cylinder. At the top of 
the cylinder is a small supply tank E, fitted with a self-acting 
ball-cock, to keep the same always supplied from the nearest 
water main. A small adjustable hole F in the cover com- 
municates with the inside of the cylinder, to ensure that it is 
always full of water, and another small hole G- in the piston 
allows any air which may accumulate under the piston to pass 
to the upper part of the cylinder, where it escapes into the tank 
by the hole F. 
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A pipe H connecta the top with the bottom of the cylinder. 



Fig. 32. 
through an ordinary water-cock J, which is controlled by a 
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weight-bar and levet. A catch lever is placed alongside the 
valve lever, and serves to lock the cage as it cornea to the top of 
its stroke. This holds the cage while the wagon nrna on. 
When the cage with the wagon on is required to deacend, the 
catch rod is liberated, and then the valve handle is lifted. By 
the opening of this valve J the water passes from the bottom to 
the top of the piston, thus controlling the descent of the c^e with 
the greatest nicety to any speed the attendant may choose. When 
the cage is at the bottom, a self-acting stop is removed by the 
action of the cage touchii^ the groiind, which allows the wagon 
to run off at the lower level. The c^e being then lighter than 
the counter-weights, is drawn up again, the water in the cylinder, 
during the ascent, returning from the top to the bottom of the 
piston. When the ca^ arrives at the top of its stroke, it locks 
itself, and is then ready for another wagon to be ran on. 

The bulk of the water passes and re-passes through the cock 
J, but on account of the area of the piston being less on the 
lower side than the upper (by the area of the piston-rod on the 
lower side), the water at the top, displaced as the piston rises, 
cannot find room at the lower side of the piston, and will, there- 
fore, find relief by a portion (equivalent to the cubical contents 
of the piston-rod) passing through the small bole in the cylinder 
cover into the supply tank. In the same way when the piston 
^^in descends, there would be an equal deficiency in the water 
passing from the bottom to the top aide of the piston ; this is 
compensated for by the same amount of water re-passing 
through the bole in the cover. By this means the cylinder is 
always kept full of water, which is essential to the successful 
working of the apparatus. It will be observed that the same 
water is used over and over again, and that the ball valve in the 
tank is merely to supply any loss from evaporation or leakage. 
The small pipe 0, encirclii^ the cylinder, is for the admission of 
steam in frosty weather to prevent the freezing of the water. 
This comes from the nearest steam or exhaust pipe, and after 
coiling a few times round the lower part of the cylinder, passes 
up to the top tank aloi^ide of the connecting pipe. 
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Sir Thomas Wrightson informed the author in December 
1902 that the ceatte halance crane had been at work for 
twenty years, with moet satisfactory results, at the works of 
the North-Eastem Steel Company at Middlesbrough. 

Plate 18 shows a ji^er which the Hydraulic Engineering 
Company have supplied for lifting the material excavated in 
the construction of the "Tubes" for the Brompton and 
Piccadilly Circus Railway, and for the Charing Cross and 
Hampetead Railway. The load to be lifted is from 35 cwt. 
to 2 tons, and the stroke of the ram and the multiplying 
power of the pullies enables the load to be raised heights 
varying from 90 to ISO feet. 



CRANES. 



In all the designs for hydraulic cranw the principle 
employed is that of using the direct thrust of a ram or piston 
through a short stroke, and multiplying the stroke by carryii^ 
the lifting chain over a series of sheaves. In general, tlie 
cylinders and machinery are placed horizontally in a chamber 
underground. In some cases the lifting cylinder is placed 
vertically, and is made to form part of the pillar of the crane, 
as is shown by Plate 19, fig. 1, which represents a goods 
station crane for a lofty goods shed, the pillar being carried by 
top and bottom bearings. The lifting cylinder is placed in 
the pillar of the crane, to which pillar the working valve is 
fixed, the water entering and escapii^, through the pivot as 
shown by fig. 2. 

A form of station crane is shown by Plate 20, which 
represents one of the cranes originally erected at the goods 
station of the North-Eastern Railway at Newcastle-on-Tyne. 

When the load to be raised becomes very gr^t (100 tons 
or so), it is better to substitute some other arrangement for 
that of chains. In the case of a large crane which Sir William 
Armstrong, Mitchell & Co. erected at the Royal Italian 
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Arsenal at Spezzia, the lift is performed by the direct action of 
a piston contained in an inverted cylinder suspended in gimbals 
from the head of the jib, as shown by Plate 21. This crane is 
capable of lifting 160 tons thiot^h a range of 40 feet. It is 
carried upon a ring of live rollers supported by a pedestal of 
masonry, and the slewing is effected by a hydraulic engine 
applied to a pinion gearing into a circular rack. The jib 
projects 65 feet from the centre of rotation, and its height 
above the quay level is 105 feet. If the crane is used to lift 
much lighter loads than the maximum, a chain is employed, 
which is raised and lowered from a cupped drum, worked by the 
slewing engine. 

Plate 22 shows an Elswick hydraulic crane for storing coal, 
ete. It baa a maximum rake of 75 feet, there being a travelling 
movement along the jib to the extent of 65 feet. The total 
area commanded by the crane is 17,500 square feet, giving a 
storage of about 400,000 cubic feet. All the motions of lifting, 
tm-ning, traversing in or out, and opening and closit^ the doors 
at the bottom of the box, are commanded from the cabin on 
the front of the crane pillar. 

Mr Percy G. B. Westmacott devoted much attention at 
Elswick, many years ago, te designing a crane for discharging 
coal that could be moved on a line of rails to enable the crane 
to command ships' hatohes which are in ever-varying positions. 

The first movable hydraulic crane was designed by Mr 
Westmacott, and erected by the Elswick firm at the Bute 
Docks, Cardiff. A description of this was given by Mr 
M'Connochie at the Cardiff meeting of the Institution of 
Mechanical Engineers iu 1884, and is shown by Plate 23. 
The shipping of coal direct from the trucks bad previously 
been carried out by fixed hydraulic cranea It was, however, 
found that the work could not be done rapidly enoi^h, as the 
fixed cranes could only load inte one hatehway of a ship, since 
the positions of the hatebways in steamers varied so much that 
the cranes could not be placed to suit different vessels. 
Movable cranes were decided upon to obviate this hindrance 
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to rapid working ; but as the cradle or platform on which the 
truck was lifted required a pit in the line of rails for its recep- 
tion, a crane could only pick up wagons at one point To meet 
this difficulty, Mr Westmacott designed the coaling cradle C, 
shown by fig. 1. It consists of a light platform suspended by 
.chains capable of being placed in any position upon a line of 
rails. Hie platform is permanently hung by ch^ns from an 
anti-friction swivel S (shown to a larger scale in Sgs. 4 and 5), 
which enables a roan to turn the cradle with a loaded wagon 
on it, thereby dispensing with turntables. 

The crane is carried on a nearly square wrought-iron 
pedestal, which runs on four wheels upon a line of rails of 
24 feet gauge. There are also four lifting jacks J J, one at 
each corner, which take the weight when the crane is at work. 
The pillar PP consists of two -Sat plate girders which revolve 
in bearings at the top and bottom of the pedestal. There are 
three hydraulic (giliiiders for lifting and tipping; the first is 
placed between the girders of the pillar for lifting the load by 
means of the chain L, the two ends of which are made fast to 
the swivel attachment S. The second, D, is for tightening the 
tipping chains T, and the third, B, is for effecting the tipping, 
by making a bight in the tippir^ chain (as shown at F), while 
the cylinder D is locked by its valines. The pillar is turned by 
two horizontal hydraulic cylinders, E E (one on each side of 
the pillar), fixed to the pedestal, and working a chain which 
passes round a drum at the foot of the pillar. All the motions 
are readily controlled by one man in a valve-house fixed to the 
pedestal (not shown on the Plate). Two such houses are 
provided, on opposite sides of the crane, so that the man can 
use whichever is most convenient for watching the operations. 
The pressure water is conveyed to the crane by movable 
jointed pipes, which can be attached to hydrants placed at 
convenient distances on the hydraulic mains along the quay 
wall. There is an auxiliary or anti-breakage crane. A, on the 
side next the dock, for working a hopper, H, resting on the 
deck of the ship. This hopper (designed by Mr Ctiarles 
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L Huntet, of the Bute Works) has a telescopic throat of square 
section, which is closed by a pyramidal bottom, or valve, K, 
held up by the auxiliary crane A. The object of this is to 
allow the first few truck-loads of coal to be lowered gently to 
the bottom of the hold, so as to lessen the breakage of the coal 
(as shown in figs. I and 3). When not in use, this crane can 
be swung to the side, out of the way. A wagonful of coal can 
be shipped in from 2J to 3 minutes. 

To avoid the broak^ of the coal by dischai^g it into coal 
ships by shoots direct from the coal trucks, many mechanical 
arrangements have been used, the most perfect of which are 
the hydraulic coal-hoisting machines that were introduced 
many yeare i^ by the Armstrong firm. In order to minimise 
the breaking of the coal, it is desirable, as before stated, to form 
a heap in the hold of the ship by lowering some coal at the 
outset, either by a hydraulic crane or otherwise, and afterwards 
to provide for the discharge of the bulk of the coal slowly upon 
this heap, instead of delivering it with a rush. The Elswick 
firm arranged an apparatus to meet these requirements, and is 
applicable to low-level railway and flat-bottom wagons. The 
wagon is lifted upon a cradle resting on the top of a 
hydraulic ram, the coal being tipped into a shoot (large enough 
to hold a w^on-lood of coal) which rises or falls, to meet the 
varying he^t of the deck, by connecting the shoot witii the 
cradle, which ensures the right level being obtained. To 
r^ulate or stop the flow of the coal in the shoot, a pair of doors 
are fixed across its mouth. The coal is discharged by tipping 
the wagon by a hydraulic press, mounted on trunnions, which 
travels with the cradle and raises the back of the platform 
(which is hinged in front) to the desired inclination. The 
various movements are governed by valves, worked by a man 
stetioned on an elevated platform commanding a view of the 
operations. The w^ons are brought to, and removed from, 
the coal-tipping apparatus by means of hydraulic capstans, 
turntables, or traversing machines, accordii^ to circumstances, 
A great number of coal-hoisting machines, based on this 
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principle, are in use wherever the expeditious transference of 
coal from wagoua to ships is requisite. 

The Bome firm have an anti-breakage crane which is in 
general use. This baa a square iron bucket which holds a ton 
of coaL It is made hopper-shaped, with a hinged fiap for 
dischaiging at the bottom. It is suspended from a l^ht jib 
crane fixed at ona side of the tip frame, and having in the 
hydraulic tips, hydraulic lifting and turning motions. In 
conunencing the loading of a ship this bucket is filled from the 
shoot, then lowered to the bottom of the hold, and emptied by 
pulling up the bolt that secures the flap door. This process ia 
repeated until a conical heap is made up to the shoot, which is 
then allowed to discharge freely. 

Plate 24 shows a movable hydraulic crane for shipping coal 
direct from trucks into ships. The crane consists of a heavy 
pillar revolvii^ in a built pedestal having an archway lai^ 
enongh to pass locomotives and box wt^ons. The lower part 
of the piUar is carried in a footstep attached to the bottom of 
the pedestal above the archway, and the upper bearing of the 
pillar ie formed by the top of tho pedestal. The pillar carries a 
jib pivoted on a pin at its heel, the rake or radiuB of which can 
be varied within wide limits by a hydraulic cylinder and ram 
placed in an inclined position at the back of the pillar, this ram 
being connected with the head of the jib by links or girders. 
The turning of the pillar and jib is effected by hydraulic 
cylinders placed on the back of the pillar alon^ide the luffing 
cylinder, and acting on a chain which fits into a cupped drum 
round the top of the pedestal. The lifting machinery is placed 
within the cheeks of the pillar, and consists of a hydraulic 
cylinder with ram, multiplying sheaves, etc., and there is, in 
addition, a tipping cylinder which is placed between the turn- 
ing cylinders on the back of the pillar, this cylinder actii^ on 
the tipping chain by which the rear end of the wagon is tipped 
up. Attached to the lifting and tipping chains is a cradle 
for receiving coal trucks of either "end" or "bottom door" 
pattern. This cradle fits into a seat which can be placed on 
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the lines of raila at an; point without the quay being in any 
way cut up. 

The power ia supplied by a hydraulic engine placed in the 
pedestal connected to the travelling wheels by shafta and 
gearing. 

Plate 25 shows a number of Elswick movable hydraulic 
cranes varying in power from 2| tons to 10 tons. The lifting 
cylinder is placed in the pillar, which, with the jib and counter- 
weight frame, is carried in a wrought iron arched pedestal, the 
upper part of which forms the bearings for the pillar, and 
contains the turning cylinders. The archway is of sufficient 
size to allow locomotives to pass under. The valves are 
operated from a driver's box on the side of the pedestal. The 
cranes move on four wheels fitted with hand-travelling gear, 
and the connection with the hydrant on the hydraulic main is 
made by sliding or jointed pipes at any desired position. 

Plate 26 shows an Elswick fixed coal hoist, the lifting 
machinery consisting of a ram and cylinder with multiplying 
sheaves placed on one side of the framing and connected to the 
cradle by chains passing over sheaves on the top of the framing. 

Plate 27 shows an Elswick movable hydraulic coal hoist, the 
lifting machinery consisting of a ram and cylinder with multi- 
plying sheaves placed on the back of the framing and connected 
to the cradle by chains passing over sheaves on the top of the 
framii^ It is on wheels, which allow it to be moved to and fro 
on the quays to suit the hatchways of vessels, there being a 
number of lines on the quay opposite to one of which the hoist 
can be placed. These lines radiate from turntables communicat- 
ing with the full and empty roads. These hoists are principally 
of service to enable two hoists to be worked into the same vessel, 
as owing to the constantly varying positions of hatchways two 
fixed hoists would but very rarely be capable of loading into the 
same vessel- The moving of the hoist is effected by a hydraulic 
engine and gearing. 

Hydraulic coal hoists are employed at Goole Docks for 
shippii^ coal from compartment barges brought down the Aire 
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and Calder Navigation. These boats are brought down the can&l 
in long strings articulated together. On reaching the docks 
they are divided up. The compartmentB or barges are floated 
one at a time on to the submei^ed cradle of one of the coal 
hoists. The cradle is then lifted until the baige is clear of the 
water, when clips are made fast to the rear of the barge securing 
it to the cradle. The lifting \b then continued and the bai^ 
lifted to the necessary height, when it is turned over sideways 
and the coal falls into a shoot by which it is conveyed to the 
bold of the vessel. The empty boat is then turned back to the 
horizontal position, the cradle lowered and the boat floated ofT. 
Each barge holds from 25 to 35 tons of coaL 

The lifting of the cradle is effected by direct-acting hydraulic 
cylinders placed vertically above the cradle hfCving pistons 
connected to the cradle by piston rods. The tipping was, in 
the first hoist, effected by rotary hydraulic engines and chains, 
but in the later hoists it is done by cylinder and ram with 
multiplying sheaves acting on chains. There are in all three 
hoists, the first being erected in the year 1863, and the third 
in the year 1900. 



HYDRAULIC MACHINERY ON BOARD SHIP. 

The Elswick firm applied hydraulic davits and derrick 
hoists on board H.M.S. "Vulcan" for lifting with ease and 
quickness the torpedo boats, launches, and steam pinnace. To 
deal with the torpedo boats there are two lai^ hydraulic 
davits with a lifting power of 20 tons, and a radius of 38 feet, 
the pillar being placed so that the jib commands 29 feet beyond 
the side of the vessel. The liftii^ machinery is in the pillar, 
and is worked at a pressure of 1000 Iba per square inch. The 
slewing motion is obtained by means of two cylinders (with 
16-inch rams) placed vertically beside the pillar, and has a 
range of 250°, which is sufficient to enable a boat to be picked 
up from alongside and placed in almost any position on deck. 
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In addition to the torpedo-boat davits, hydraulic lifting, topping, 
and slewing gear are fitted to a derrick to deal with launches 
up to a weight of about 10 tons. The lifting arrangements are 
similar in principle to those employed for the davita, the 
cylinders being placed vertically near the heel of the derrick. 
The topping machinery consists of a cylinder (telescopic, to 
economise space) with a plunger, etc. The load of 10 tons can 
be lifted 25 feet from the water level at the rate of 90 feet 
per minute, and the topping of the derrick with the load can 
be done at the rate of 20 feet per minute. 

The same firm have recently fitted hydraulic derrick hoists 
on board three battleshipB and three large cruisers, for KM. 
Government for lifting boats up to 20 tons weight, and are 
now about to fit similar gear on the five battleshijn of the 
" Kin g Edward VII. " class, the arrangements of the gear beii^ 
almost exactly the same as for the derrick hoist of the " Vulcan," 
except that the power is 20 tons instead of 10 tons. 

Hydraulic power is now being applied to perform the deck 
work on board the larger steamships, instead of the steam 
appliances which were previously used. In discharging a 
ship's cargo, the expedition afforded in all large docks by the 
employment of hydraulic cranes and other appliances has 
not until quite recently been met with corresponding facilities 
on board ship. 

On board steamships the accumulator can be dispensed 
with, aa the power required to work hydraulic apparatus 
under these circumstances is generally produced, and com- 
municated direct to the machine, by motors which are capable 
of working at very high speeds, and of developing in a small 
compass a large amount of enei^. 

Direct-acting cylinders, working upon the single crank, 
have been applied by Sir W. G. Armstrong, Mitchell & Co. 
to ship-capstans up to 5 tons power. In these the bed- 
plate is fixed, as it would be too unwieldy to use in the 
form of the turn-over arrangement already described for 
docks and yards. The capstan-head is in some instances 
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arrsnged with two diameters ; the lai^r being for the 
lighter power, and the smalleT for the heaviest strain upon a 
hawser. The capstan-head is alao provided with handspikes 
and rack, so that, if desired, it can be worked by hand as an 
ordinary capstan. A separate hydraulic engine (usually with 
three cylinders) produces the power which is conveyed from 
it to the capstan by means of gearing. 

Hydraulic power is also employed to work the steering^ar 
ol ships. It is necessary that the power applied should in- 
crease in proportion to the angle at which the rudder is moved 
over, and that the machinery should yield under any exces- 
sive strain, bo as to allow the rudder to fly amidships, but to 
return after the strain has passed away. The valve for con- 
trolling the Bteering-^ear should be placed where it can be 
worked under the eye of the oflBcer of the watch. 

Plate 28 shows one of the Elswick cranes on board ship, 
the lifting cylinder forming the pillar, with the slewing 
cylinders at the base. 



HYDBAtJLIC POWER APPLIED TO BRIDGES. 

The first application of hydraulic power to bridges was in 
1852, when the Forest of Dean Railway Company constructed 
a hydraulic swiug-bridge over the river Severn. A double 
leaf swing bridge of timber was constructed and worked by 
hydraulic power about the same time at the Birkenhead Docks. 
Each leaf of this bridge had a central hydraulic press of sufficient 
power to lift the leaf, and acting at the same time on the pivot 
upon which the bridge revolved. The tail end of the bridge 
was fitted with two rollers, which were brought in contact 
[gainst an upper rail, so that, as the tail end was lighter 
than the nose end, when the bri^ was lifted from its 
bearings the rollers at the tail end were brought against the 
rail, and the pressure beii^ continued on the centre press, 
lifted the bridge clear of the masonry. The swinging of the 
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bridge was efTected by means of a hand rack and pinion, but 
as the bridge was cariied on a waler pivot it was easily worked. 
The bridge rested on masonry supports when not at work. 
The first operation of lifting the brii^ off its bearii^ was 
performed in a few seconds, by turning the water from the 
accumulator into the centre press. 

In some examples of the application of hydraulic power to 
swing-bridges a single press forms the water-bed. In others 
the ram is not attached to the bridge, but the end of it is 
made of a cup-shape, in which revolves the pivot that is 
attached to the bridge. In some 8wing-bri<^es the tail end 
is made light In others the tail end of the bridge is made 
heavy, so that when the bridge is lifted the nose end is 
raised, the tail end resting upon a rail below the roller path. 
Occasionally it has been found advisable (aa a stand-by) to 
have a means of working the bridge by hand-power. This 
is done by using the centre press as a soUd pivot, the ram 
resting upon the bottom of the cylinder, and the bridge revolving 
in a cup formed in the upper part of the ram. By means of 
preaees applied to the tail end of the bridge and worked by 
hand-pumps, it can be lifted or lowered to clear the bridge 
from its resting-blocks, and to leave it free to revolve 

Plate 29 shows a " hydraulic swing-bridge " constructed by 
Sir W. G. Armstrong, Mitchell & Co. This bridge crosses 
a clear opening of 100 feet, and is adapted for both road 
and railway traffic The clear width of roadway between 
the kerbs is 23 feet. The footways are on the outside of 
the main girders, and have each a clear width of 4 feet 10 
inches. The bridge is designed for a rolling load of 1^ tons 
per foot run on each line of railway, and for a concentrated 
load of 60 tons on four wheels. The main girders are of 
the triangular or braced construction, the crosB-girdeis for 
carrying the roadway being fixed to the main girders at 
the toot of each system of triangulation, with longitudinal 
girders between the cross-girders under each line of rails. 
The bridge is lifted from its bearings (preparatory te beii^ 
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turned round) by a hydraulic press acting on a wrougbc-iron 
bearing-girder fixed to the under side of the main girders. 
The turning motion is effected by two hydraulic cylinders 
acting, by means of chains, on a turning drum fixed to the 
under aide of the bridge. A hand-piunp is provided for use, 
in case the pressure from the main is not available. Should 
the centre press become disabled, provision is made for tilting 
the bridge from its bearings, by lowering the rear end wedge- 
resting block, hand-presses being provided for this purpose. 

Another (orm of swing-bridge to which hydraulic power is 
applied is that which rests upon a circle of live rollers 
on a permanent roller path. The bridge is made to revolve 
either by means of one or more rotary hydraulic engines, 
placed on the centre pier within the circle of rollers, or by 
means of reciprocating acting rams and chains attached to 
the drum in the centre. The ends of each main girder are 
blocked by hydraulic presses after the bridge is closed. 

The railway bridge over the river Ouae at Goole was described 
by Lord Armstrong when President of the Institution of 
Mechanical Engineers in 1869, and is shown by Plates 30 
and 31. This bridge carries a double line of railway across 
the river Ouse, by means of three wrought-iron plate-girders, 
which, for the swinging portion of the bridge, are 250 feet long 
and 16 feet 6 inches deep in the centre. Plate 30 is a vertical 
transverse section at the centre pier, showing the engine-room 
and accumulator situated within it. Plate 31 is an enlai^d 
section of one-half of the engine-room. The centre girder 
of the three is strengthened, and rests on an annular box 
girder A A, 32 feet in diameter, which forms the cap of the 
centre pier. This cap rests on the top of six cast-iron columns 
7 feet in diameter, which are arranged in a circle and form the 
centre pier. A centre column BB, also 7 feet in diameter, 
contains the accumulator, and is attached to the others by 
cast-iron stays which support a floor. On this the steam- 
engine, boilers, etc, for producing the hydraulic power are fixed. 

The we^ht of the swing-bridge is 670 tons, and it rests 
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entiroly on a circle of 26 coDioal live rollers EE. These 
are 3 feet in diameter, with 14 Inches width of tread, and run 
between the two circular roller-paths D D, which are 32 feet 
in diameter and 16 inches wide. 

The turning motion is communicated to the bridge by a 
bevel wheel H, which gears into a cast-iron circular ract G, 
bolted to the outer circumference of the upper roller path. A 
steel pin J, supported in the lower roller path, carries the 
bevel wheel. This is driven by a pinion connected by inter- 
mediate gearing with a three-cylinder hydraulic engine (in 
duplicate) placed at K K, which exerts a force of about 10 tons 
at the radius of the roller path. The engines work at 40 
revolutions per minute, with a water-pressure of 700 lbs. per 
square inch. The power is obtained from a pair of 12 h.-p. 
steam-engines fixed (as before stated) in the engine-room 
formed beneath the centre of the bridga Water is delivered 
into the accumulator 0, which has a ram 1€J inches in 
diameter and 17-feet stroke, and Is loaded with a weight of 
67 tons. 

To secure a solid roadway, and a perfect continuity of the 
line oE rails, an arrangement of gearing, shown by Plate 32, 
figs. I, 2, 3, and 4, is used. By this, each extremity of the 
bridge is slightly lifted by a horizontal hydraulic press N, 
actii^ on the levers P P, formii^ a " toggle joint." The press 
has two rams acting in opposite directions upon two ti^le 
joint-levers, connected by a bar Q, which moves in a vertical 
guide to insure a perfectly parallel action of the two points. 
By this means the end of the bridge is made truly parallel 
when the resting-blocks RB, under each girder, are put into 
position. To do this, three separate hydraulic cylinders, S S, 
are employed, as shown by Gga. 3 and 4. When the toggle 
joint-levers PF are withdrawn, the bridge is lowered on the 
blocks. The hydraulic cylinders N and S are controlled by 
valves on the centre platform in reach of the bridgeman, who 
can stop the brii^ at the r^ht place by means of a dial with 
pointers actuated by the motion of the bri<^. When the 
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motion is stopped, a locking-bolt T, 3 inches thick (which is 
pressed outwards by a spiral Bpring), is shot out at each end of 
the bridge into a corresponding slot, and ao locks the bh(^. 
These bolts are withdrawn by the wire cord XJ when the 
hridge is to be swung. 

The line of the bridge beii^ north and south, a slight lateral 
warping is caused by the sun acting alternately on the opposite 
sides of the bridge. To enable the bolts to enter their alotfi 
when the warping occurs, the feet of the lifting levers P P are 
bevelled on their inner faces at 1 1 (fig. 2), and bear against 
corresponding bevels V V on the bed plates, by which means 
the ends of the bridge, when warped, are forced back into the 
correct lina 

The accumulator being stationary, wliilst the fixing gear 
swings with the bridge, the water-power la conveyed by a 
central copper pipe W (Plate 31), which passes up through 
the centre of the bridge, and has a swivel joint at the lower 
■end. As the hydraulic turning-engines are also stationary, 
whilst the bridgeman's hand-gear i-otates, the communication 
for working the valves is made by a central copper rod X 
( Plate 31), which passes down through the centre of the pressure 
pipe W in the axis of the bndge. The opening or closing of the 
hridge is accomplished in 50 seconds, the averse speed of motion 
■of the end of the bridge being 4 feet per second. 

Small gas jets are provided in the central pier, and in the 
chambers containing the hydraulic cylinders, and are kept 
burning in very frosty weather. The pipes leading to the 
machinery at the ends of the bridge are protected by cinders 
encased in wooden boxes. 

Another important hydraulic swing-bridge is that which 
crosses the river Tyne. The swinging portion of this is 280 feet 
loi^, and we^;hs more than 1200 tone. In this bridge, instead 
of the weight resting upon live rollers, a hydraulic press is 
applied to the centre ; it has a pressure of about 900 tons upon 
the ram, which relieves the pressure upon the rollers to that 
«xtent. The rollers and roller path, however, are sufficiently 
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strong to carry the whole weight of the bri(%e, supposing any 
acoident were to happen to the centre press. The central press 
being always open to the accumulator pressure, a permanent 
relief is afforded without any waste of power. 

Hydraulic power has also been applied on the " Bascule " (or 
old lifting drawbridge) ayBtem, both single and double leaf. A 
bridge of this character occurs over one of the dock entrauces at 
LiverpooL Sometimes the dip of the " Bascule " bridge ie 
counterbalanced by the tail-end of the bridge. In some cases 
the bridge is hinged on the quay level, and is lifted bodily back, 
leaving the passage of the quay-way perfectly free and un- 
interrupted for passengers. There is a Bascule bridge at York 
in one leaf of 34 feet, which is raised by chains actuated by 
hydraulic rams. At Copenhagen, again, there are seven Bascule 
bridges, one of which, having two leaves of 62 feet each, is in 
the very centre of the city, and has to carry a large portion 
of the traffic across the harbour. It is worked by hydraulic 
machinery, and has been opened and closed fifty-five times 
in a day. 



HYDRAULIC POWER AT THE. FORTH BRIDGE, 

Six B. Baker (the President of the Mechanical Science Section 
of the British Association in 1885) acknowledged the importaut 
part that hydraulic appliances had played in the constiniction of 
the Forth Bridge in the following words ; — " More than 42,000 
tons of steel plates and bars have to be bent, planed, drilled, 
and rivetted together before or after erection, and hydraulic 
appliances are used throughout. The plates are handled in the 
shops by numerous little hydraulic cranes of special design, 
without any complication of multiplying sheaves, the whole 
arm being raised with the load by a 4-inch dii-ect-actii^ ram of 
^-feet stroke. A total length of no less than 60 miles of steel 
plates, ranging in thickness from 1^ inch to ^ inch, have to be 
Isent to radii of from 6 feet to 9 inches, which is dune in heavy 
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cast-iron dies squeezed together by four rams of 24 inchee in 
diameter and the same stroke. With the ordinary working- 
pressure of 1000 lbs. per square inch, the power of the press is 
thus about 1750 tona Some 3000 pieces, shaped like the lid of 
a box, 15 inches by 12 inches wide, with a 3-inch deep rim all 
round, were required to be made of j-inch steel plate, and this was 
easily effected in two heats by a couple of strokes of a 14-inch 
ram. " He also described that, in erecting the great 1700 feet 
spans of that bridge, the massive girders were put together at a 
low level, and were hoisted as high as the top of St, Paul's 
Cathedral by hydraulic power. Continiious girders, nearly one- 
third of a mile in length, were similarly raised, tt^ther with 
the necessary sheds, cranes, appliances, and workmen, the whole 
weight on the platforms being in some instances more than 
1000 tons. 

In the excavation of the foundations of the Forth Bridge 
hydraulic appliances of a novel kind were used. The huge 
wrought-iroD caissons (70 feet in diameter and 70 feet high) for 
the foundations, bad to be sunk through tenacious boulder clay, 
which was excavated by hydraulic spades. Hydraulic rams 
worked in the hollow handles, which were thrust against the 
roof, and by turning a tap the spade was forced into the clay, 
with a pressure of 3 tons. These hydraulic spades were em- 
ployed in an electrically lighted diving-bell 70 feet in diameter, 
7 feet high, and 90 feet below the sea. 



THE TOWEE BEIDGK 

The bri^e which Sir John Wolfe Barry has constructed 
across the Thames at the Tower has been described in a paper 
read before the Institution of Civil Engineers by Messrs- 
Cruttwell and Homfray in 1896. 

The prominent features of the structure consist of two main 
towers on the rivet piers, and two smaller towers on the shore 
abutments from which the suspension-chains of the shore spans- 
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are aupported. The opening span between the two main towers 
consists of two leaves, or bascules, pivoted near the faces of the 
piers, aud rotating in a vertical plane ; so that when raised for 
the passage of vessels through the hridge, the entire waterway 
between the faces of the piers is unobstructed save for the high- 
level footways between the main towers. These footways are 
fixed at a level considerably higher than the masts of any 
vessels which use the river. The clear width of each of the shore 
spans between the piers and abutments is 270 feet, and that of 
the opening span is 200 feet. The headway of the shore spans 
above Trinity high-water level varies between 27 feet next the 
piers, 23 feet next the Middlesex abutment, and 20 feet next the 
Surrey abutment. The headway at the centre of the opening 
span is 30 feet, and the under side of the high-level footways is 
141 feet above Trinity high-water level The total length of the 
bridge, including the abutments, is 940 feet, and the lengths of the 
approaches are 1260 feet on the north side and 780 feet on the 
south side. Tlie width of the bridge and approaches between 
the parapets is 60 feet, except across the opening span, where it 
is 49 feet. The steepest gradients are 1 in 60 on the north side, 
and 1 in 40 on the south side. 

The bascules are raised and lowered by hydraulic engines 
acting through gearing. The operations of raising and lowering 
can be effected in one minute, but in practice it is about one 
end a half minutes. 

In each main tower are two hydraulic hoists for taking 
passengers to and from the high-level footways while the 
bascules are raised. The hoiste have cradles 14 feet 9 inches 
long, 6 feet 6 inches wide, and U feet high, the lengUi of the 
lift being about 110 feet. The cradles are lifted and lowered 
by wire ropes, worked by cylinders and rams in duplicate 
(placed vertically in the towers close to the hoist), each of 
which has two lifting ropes and two counterweight ropes. 

The hydraulic power for the bri<^ is generated in the arches 
of the south abutment, where two arches are occupied by two 
double tandem compound surface condensing engines, each of 
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360 i.h.-p. The hydraulic preasure is 700 Ibfl. per square 
inch. At each end of each pier is an accumulator having a 
plunger 22 inches in diameter and a stroke of 18 feet. Id 
addition, there are at the engine-houBe two accumulators having 
plungers 20 inches in diameter with a stroke of 35 feet. 



DOCK-GATE MACHINEKY. 

One of the first applications of hydraulic power in this 
direction was to the old hand-power gate machines at the docks 
at Newport and Swansea. Lines of shafting were carried along 
the dock wall, with gearing connecting the engines to each of 
the hand crabs. This shafting was actuated by rotating hydraulic 
chains, which at the same time worked capstans at the extreme 
end of the dock. 

Hydraulic engines were next applied directly to each crab, 
instead of through intermediate shafting. An "Elswick gate 
crab," with hydraulic engine attached, is shown by Plate 33, 
figs. 1 and 2. In this arrangement there are two rotary 
hydraulic engines with two cupped drums to each, a clutch 
enabling either drum to be thrown into gear with the engine, 
whilst the other overhauls. One engine with its double crab 
serves for two chains, which are led along the top of the gate. 
I'he chain for openii^ passes over a pulley, and descends 
vertically by the side of the gate. After passing over another 
pulley, it is attached to the masonry at the place where in 
ordinary practice the roller-box is fixed. By this arrange- 
ment the old method of making chainways in the masonry -is 
obviated, and each leaf of the gate is worked both ways from the 
same side. 

Another arrangement is that by which hydraulic power is 
applied to t)ie crabs through shaftii^ driven by hydraulic 
engines. By this method the opening and closing chains are 
led from the gates through roller-boxes in the masonry of the 



Digilizcd by Google 



OUSS. «Wlli»d SRBIEiee. tt^>.so. 



A\ r 


ifffl 


>. 


m 


V 


■ i 


:.•— ri 


r 


■: 


r}\ \-~ — -" ^ 




^ 








J Jm 







Digi.izodbVG'dngIe 



DiBiiizcdb, Google 




DiBiiizcdb, Google 



DiBiiizcdb, Google 



DiBiiizcdb, Google 



DiBiiizcdb, Google 






Me,Ct»gle 



DiBiiizcdb, Google 



DOCK-GATE MACHINERY. lOJ 

walls, and thence up inclined chainways to separate winding- 
drums. These are worked by shafting from three-cylinder 
hydraulic rotatory engines (one on each side of the lock). The 
closing drums have a spiral at the end for taking up quickly the 
alack chain lying across the lock. When the opening drums are 
hauling in, the closing drums are payii^ out, and vux versd, to 
effect which the drums are connected to the shafting by clutches. 
The drums are controlled by brakes when paying out. The 
shafting can be worked by hand, by means of a sunk capstan- 
head, in case of need. A capstan for hauling ships is also 
connected to shafting by a clutch and bevel spur gearing. 

Another form of gate machinery is the direct-acting ram 
and cylinder with multiplying sheaves, which has been very 
generally adopted, although it does not provide for the working 
of the gates by hand in case of need, or if the power is not 
available. Plate 34 shows a " Hydraulic Machine for Opening 
and Closing 80-feet Lock Gates." The opening and closing 
chains are led from the gates through roller-boxes in the face of 
the walls, and up inclined chainways, to horizontal hydraulic 
cylinders and rams. These have multiplying sheaves, around 
which the chain is led, the end of the chain beii^ attached to 
the cylinders. On pressure being admitted to the opening 
cylinder (by means of a valve in a pit adjoinii^), the ram is 
forced out, drawing up the chain, opening the gate, and pulling 
in the closing ram on the other side of the lock, which (by 
means of its valve) has been put in connection with the exhanst. 
For closing the gates, the operation is reversed. The ram-heads 
are carried by rollers on tram-plates. This arrangement is 
simple, and has very few wearing part& The strain on the 
chain when the gate is moved is about 10 tons. The gates are 
opened in a minute and a half. 

The illustration only shows the machinery on one side of the 
lock. The other is precisely similar. 

The widest entrances to which hydraulic power has been 
applied are 100 feet at the Canada Dock, Liverpool, at the 
Barrow Dock, and at Birkenhead. 
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Sluices for removing mud al the eDtrnnce to locks can be 
conveniently worked by hydraulic machinery. Their move- 
ment up and down is efTected by the application of direct- 
acting cylinders and pistons attached to the masonry to open 
and close the paddle against the pressure. A hand-pump is 
generally applied so as to be available in the event of the 
water- pressure being accidentally cut ofl'. The combination is 
effected by a screw and gearing worked by a rotary hydraulic 
engine, so arranged that it can he worked by either hand or 



Fix. as. 

power. The sluice cylinders are usually lined, and the i-ods 
covered, with copper. Plate 35 shows an Elswick "Direct- 
Acting Hydraulic Sluice Machine." At the Alexandra Docks, 
Newport, the hydraulic sluices are attached to the gates 
themselves, instead of being placed on the masonty. 

Lock-sluicing arrangements at dock entrances have generally 
failed by reason of the scouring uetion of the water on the muil 
being limited to the mouth of the sluice. Deep holes are made 
there, as the scouriug force is not operative at any distance 
from the sluice. A solid apron should therefore be carried for 
some distance beyond the mouth of the sluice to prevent the 
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force of the water from disturbing the floor (as it frequently 
does). The current would then be directed with the best effect, 
and the formation of the upper eddies, which destroy the 
sluicing power of the water, would be avoided. 

In the construction of the Barry Docks, Sir John Wolfe 
Barry adopted direct-acting gate machinery for opening and 
closing the dock gates, and the Elswick linn executed the work. 



Fig. SI. 
Figa -i'i, 34, and 35 show the arrangement for each gate, 
consisting of a fixed double-acting hydraulic cylinder, the piston- 
rod of which is coupled direct to the gate by a connecting- 
rod. The cylinder is of cast iron, the piston being 19 inches in 
diameter, and the stroke 14 feet The pisten-rod is 7 inches in 
diameter, is covered with copper, and connected to a crosshead 
which moves between steel guides. The connecting-rod is of 
foiled iron, connected at the inner end to the crosshead by a 
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forged eteel gymbal, which will allow angular movement both 
in a vertical and horizontal direction ; the outer end is fitted 
with another forged ateel gymbal, which also ullowa movement 
in two planes. This gymbal tits into brackets attached 
to the gate itself, as shown. The front end of the cylinder is 
carried by a frame of steel plates and angles which is secured 
to the masonry, and takes the thrust when moving the gates. 
This frame also takes the inner end of the guides, the outer end 
being attached to another girder built into the masonry. Heavy 



Fig. 86. 

tie-bolte connect this girder with the cylinder frame. The rear 
end of the cylinder is supported by a cast-iron saddla The 
working valves are of the spindle pattern ; a reducing valve 
is fitted on the supply, so that the working pressure can be 
adjusted to anything between 200 lbs. and 700 lbs. per square 
inch. Automatic cut-off gear is provided. 

SHOP TOOLS. 

The employment of hydraulic pressure to workshop tools 

dates as far bock as Bramah's time, a hydraulic planing 

machine having been then erected at Woolwicli, in which many 
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of tbe operationa of tho tool were performed by water-preaaure. 
More than forty years ago a direct-acting hydraulic slotting 
machine was at work for some years at Elswick. It had a 
stroke of about 4 feet, wiUi a tambling weight to reverse the 
actioD, and it was worked with an accumulator pressure of 
700 Iba per square inch. It was placed vertically upon girders 
supported by pillars 16 feet apart, thus enabling lai^ pieces of 
machinery to be easily slotted. 

The adoption of a pressure of 1500 lbs. per square inch 
enables the sizes of shop tools to be reduced, and their 
portability and convenience thereby increased; but in case a 
lighter description of work has to be done, the pressure can be 
reduced by diminishing tbe weight in the accumulator. 

Tbe transmission of power by a pipe (instead of by beltii^ or 
shafting) for actuating shop tools, is attended with advantages. 
Less wear and tear arise, and the power can be conveyed round 
bends, or to distant points, with great facihty. The pipes beii^ 
underground, the cost of the supports, columns, and bearings 
requisite for shafting is saved. 

The object wtiich has to be attained in manipulating wrou^t 
iron under a foi^ng, bending, or other tool is to dispose the 
fibres in the direction conforming to the purpose to which the 
iron la to be applied. Such dispoeition of the fibres or threads 
in uniformly continuous lines ensures the strength of the mass 
being preserved. The application of a blow results in a 
disturbance of this arrai^ment of the fibres (producing, as it 
were, eddies in the flow of the particles), and the power of 
resistance is necessarily lessened. In stamping metal, a 
squeeze, instead of a blow, results in the preservation of the 
continuity of the particle& The shapes for the dies at tbe 
various stf^s of the work can be considered with reference to 
the natural tendency of the metal to flow in the direction of 
the pressure which is applied to it. The element of time in 
these operations has been proved to be an important factor, 
in the changes of form which are produced in metals when 
being manipulated. The continuity in the fibres of the metal 
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is better produced by a slow blow or squeeze than with a 
aharp blow. 

The late Mr Tweddell directed hia att«Dtion to the emfJoyment 
of hydraulic power to rivetting and to other purposes. The 
reaidt was a practical revolution in the working of many shop 
tools, aud the following illustrations explain some of those 
which are made by Messrs Fielding & Piatt of Gloucester, 
whom Mr Tweddell a880ciat«d himself with at the outset of his 
ueeful investigations. 



TWEDDELL'S HYDEAULIC RIVETTEK. 

One of Mr Tweddell's fixed hydraulic rivetters is shown by 
figs. 36 to 43. A aide elevation is given by fig. 36, an end 
elevation by fig. 37. Fig. 38 is a plan and fig. 39 a longitud- 
inal aectioQ. Fig. 40 is a back elevation, and fig. 41 is a 
front elevation. Fig. 42 is a sectional plan of the valve box. 
Fig. 43 is a longitudinal section of the ram. These illustra- 
tions are taken from the Proceedings of the Inatitviion of 
Mechamical Eiigitheers. The water from the accumulator is 
admitted to, and exhauated from, the cylinder through the 
small aperture A, figs. 39 and 43, by means of a simple 
hydraulic valve shown by fig. 42, The water entering at 
B tenda to keep the inlet valve C shut, the spring D serving 
the same purpose until the accumulator pressure b^ns 
to act. On opening the valve C (by the hand-lever E) 
water ia admitted to the cylinder and passes into it 
(gainst the ram (8 inches diameter) until the rivet is closed. 
The exhaust valve F ie kept shut by the pi-esaure of water 
entering the cylinder, and at other times by the spring D, but 
by pulling the lever over the reverse way the exhaust valve 
is opened, by which the exhaust water escapes to the cistern, 
a small portion being allowed to fiow through the pipe G 
(fig. 39) on to the die, to cool it. The ram H is drawn back 
by means of the amall drawback cylinder J (fig. 43), which is 
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arranged within the ram itself, and is in constant communica- 
tion with the accumulator through the inlet K. The wedge- 
shaped fastening of the disc (aa shown at L in figs. 39 and 41) 
obviates any thickness of metal over the fixing pin ordinarily 
employed to keep the die in its place. This enables the rivetter 

Fig. 37. 




Fig. 38. 

to be used for rivetting fianged and angled iron work. These 
designs have been altered in points of detail of late years. A 
pistoti valve with leather packing is now used instead of the 
mitre valve, and owing to the pressure eserted by many of 
these machines being from 150 to 200 tons in dosing the 
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riveta, at the rate of four or five to the minute, the high- 
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preaaure water is economiBed by special arrangemente, by which 
different powers are exerted. Cost steel is now lai^ly used 



Fig. 10. 
Bar*. £l„vaUan^ 





Lm..,nn.ll,„.l. .SWI 



Fig. 48. 

instead of caat iron' for the main frames. Owing to the great 
thickness of the 8toeI plates that are now employed, the rivetting 
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machines now have additional rains by which the plates are 
first brought tt^ther by a closing tool, and are so held together 
while the rivet is being closed by the other ram. 

The success which resulted from the use of water-power 
when applied to the fixed rivetters, led Mr Tweddell to design 
a portable rivetter, which was able to be taken to the work, 
instead of the work having to be brot^ht to the rivetter. 

Figs. 44 and 45 show a sectional elevation and end elevation 




Fif{. **. Fi«. 45. 

of one of the portable hydraulic rivetting or punching machines. 
In the cylinder A ie a plunger or ram B, witli two jaws C C, to 
which ie attached a crosshead or horn B, furnished at one of 
its ends with the cupping die E. The plunger B being forced 
forward by water admitted through a valve by the gearing F, 
the crosshead advances until it meets the resistance of one end 
of the other crosshead G at a point H, which is shaped to receive 
J, and at the other it comes in contact with, and closes, the 
rivet, or punches or shears the plate, according to the purpose 
it is used for. At the same time the outaide crosshead (or one 
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farthest from the cylinder) ia held up against the erosohead 
D by two tension rods K K attached to the crosshead G at L I^ 
and to li^ cast on the cylinder, the rods receiving the thrust. 
The horns or crosebeada are supported by the through pins 
MM, whilst the horn which is attached to the plunger B is 
steadied by the guide N. The nuts regulate the distance 
from the face of the cylinder A to the centre line of the croes- 
head G. The ram B is always subject to a drawback action 
owing to the self-acting cylinder P having the accumulator 
pressure constantly exerted upoa the shoulder Q. This power 
comes into action as soon aa the water is exhausted through 
the valve F. The water-pressure ie admitted to the cylinder P 
by the inlet pipe R, and is exhausted by the pipe S, both being 
worked by a handle. 

The dotted lines show the arrangement for keeping the 
machine up to its work. A frame T is fixed to the outer bom 
D, and in this is a pin V attached to the frame by a nut W, 
and having on it a roller X, which has a free rotary motion. 
The roller ie covered with some flexible material, and serves to 
keep the machine In its right place, and up to the work Y. 

A form of portable hydraulic rivetter is made which can be 
fixed to a bracket temporarily at any part of a yard where 
rivetting has to be done, that admits of the temporary setting 
up of a portable machina Wliere hydraulic power is applied 
to movable machines, the high-pressure water is conveyed to 
the machine by lengths of copper pipe twisted spirally, and 
having universal joints, which arrangement forms a good elastic 
connection capable of being turned in any direction. The con- 
tinuity of the supply to meet the varying positions of the 
machines is ensured by a ball-and-socket joint, and by a double 
right-angled joint, as shown by fig. 46. 

Where plate-work has to be put together abroad, the con- 
ditions of labour render it difficult to ensure thoroi^hness of 
work in rivetting, and it is often worth while to set up a small 
hydraulic power installation to rivet by these machines, so that 
the certainty, of good work, with the minimum of hand labour, 
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is ensured. Where the traosport of the henvy weights for 
ordinary accumulators is a difficulty, a high pressure on water 
can be obtained by applying low-pressure water from a cistern 
to the lai^ (or low-pressure) piston of an " iuteusifying accumu- 
lator" already described. By means of a portable engine, 
water is pumped into the small end of this accumulator, from 
which it is conveyed by a high-pressure pipe to the machines. 
A pressure of 20 lbs. per square inch can be obtained on the 
large end of the piston of the intenBifyiog accumulator with a 
head of water in a cistern of about 40 feet ; and as this water is 
not consumed, but remains permanently acting on the larger 




area, no waste takes place. A small tank holding 30 gallons 
will keep a 6-inch portable rivetter in full work, at a pressure 
of 1500 lbs. per square inch. 

Hydraulic rivetters are applied with great advantage in ship- 
building, and the results lead to the opinion that the strength 
of the ships which are thus rivetted is increased. The best 
authorities are agreed that on machine rivettiug the strength of 
the steamships of the future, witli their increasii^ engine- 
power, and with the correspondii^ strains and vibrations, 
largely depends. By means of hydraulic rivetters, not only is 
the quality of the work improved, but a labour-saving appliance 
is employed in a class of work requiring but little skill. 
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At the London and North- Weatem Railway Locomotive WorkB 
at Crewe, Mr Webb emploTS hydraulic rivetting machioee to 
rivet locomotive boilers and engine side frames. He considers 
that work done by hydraulic machines is superior to, and cheaper 
than, work done by hand or steam. He examined some plate 
work that had been rivetted under a pressure of 47 tons, and it 
was found that the plates had not euHered at all by the action 
of the hydraulic rivetter. The "drifting" of the holes, which 
is Deceasary in hand rivetting, he considered to be more yro- 
ductive of injury to the plates than any combined squeeze and 
blow of a hydraulic rivetter. The closeness of the work that 
hydraulic rivetters turn out haa been proved by the fact that 
some portable boilers made by them have been found to be 
steam-tight without caulking. The plates in these cases were 
f of an inch thick, and the rivets ^ of an inch. The avoidance 
of caulking is important, as it prevents the interference with 
the close contact of the plates, which occurs sometimes in 
caulking. 

The application to a rivet of a combined blow and squeeze 
^like that obtained from a hydraulic rivetter) prevents the 
formation of a shoulder on the rivet between the plates, such 
as is produced occasionally with machine rivetting, when a 
sharp powerful blow is applied. It is desirable to prevent 
shoulders, as they involve drilling out the rivet, and the 
caulking of the joint 

The action of hydraulic pressure in rivettii^ operations has 
been well shown by indicator diagrams taken from the pressure 
cylinders of the Tweddell rivettii^ niacbines at the Toulon 
Dockyard. Professor Unwin pointed out (in a lecture on 
Water Motors at the Institution of Civil Engineers) some 
interesting features which were exhibited by these diagrams, 
as they differ altogether from those taken from an ordinary 
steam-engine. A steam-engine is actuated by a fluid of com- 
paratively little weight. Water, however, being 500 times as 
heavy as steam, involves the consideration that its wei^t acts 
with, and increases that of, the piston. For instance, in the 
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case of a rivetter worked from a differential accumulator 
tbrougb a 1-inch pipe, the velocity with which the water is 
forced by the accumulator through the pipe to the rivetter is 
increased or diminished according to the speed of the rivetter 
ram, by which the mass of water in the accumulator cylinder 
and pipe acts both to increaxe or diminish the effect produced 
by the ram. Assuming, as is the case in practice, that the 
motion of the loaded ram of the accumulator is six times as 
fast as the rivetter ram, the inertia of the accumulator load is 
36 timee as great as it would be if it moved at the same speed 
as the rivetter ram. Further, the force due to the inertia of 
the water passing into the rivetting cylinder is mote than 



Fig. 47. 

6000 times as great as would be the case if the water and 
rivetting ram travelled at the same speed, owing to the fact 
that the velocity of the water is 81 timee as great as that of 
the ram. This results in the wei^t of tlie ram, which closes 
the rivet at each stroke, exerting a force of 300 tons. 

Professor Unwin has shown by indicator diagrams the action 
that takes place in a rivetter cylinder. Fig. 47 is a diagram 
^rom a rivetter driven by a differential accumulator through 
30 feet of 1-inch pipe. It will be seen that whilst the pressure 
is least at the b^i^niiig of the stroke, it jumps up at the end 
of the stroke above the accumulator pressure of 1400 lbs. per 
^uare inch, showii^ the actios of the machine to be favourable 
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to the work to be performed, by slowly closit^ the rivet at 
first, and then by bringing the maximum preBsure, in the form 
of a squeeze, at the last. The rectangle AedX would be the 
dif^ram without friction and inertia, but the actual pressure is 
much leas, being only the shaded part of the %ure. Fig. 48 
gives an analysis of the friction. 

The friction of the cup-leather of the rivetter is sbowo by 
the small shaded rectangle A a ft X, and the friction of the 
packing of the accumulator is shown by the small shaded 




fig. «. 

rectangle e c df. The friction of the water in the l»ineh pipe 
is shown by the large shaded surface a m £ B y, and this 
friction maintains the safe workli^ of the machine at about 
a foot per second. The two blank spaces a e m and mkf 
represent the stored work In the first half of the stroke, and 
the excess of work at the end of the stroke, respectively, 
which is also shown by fig. 49. 

Rapidity and economy result from the use of hydraulic 
power in rivetting, as compared with hand labour. Even in 
heavy work, hydraulic rivetters have put in 1000 IJ-inch 
rivets in 1-inch plates in an ordinary day's work of 10 hours. 
[n portable boiler-work the averse rate of working is 7 rivets 
per minute, and it has been recorded of one machine that 
it put in an average of 5000 rivets a day for several weeks.. 
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With adequate accumulator power 15 rivets per minute can 
be put in. 

Plate 36 gives the result of a lai^ number of observations 
as to the comparative speed and cost of work done by portable 
rivetting machines and hand work. In all cases the hand 
work is shown in dotted lines and that of the machines in 
full lines. 

The quality, economy, and superiority of the work pei> 
formed by hydraulic rivetters indicate that it will be univer- 
sally adopted in the future where water-power is available, 
or where the permanency of the demand for the power 
justifies the installation of it. Many interesting experiments 



ACCILERATION OlAaftAM 




Fig. 4S. 



have been made by Professor Kennedy on " Rivetted Joints," 
the results of which have been described in papers to the 
Institution of Mechanical Engineers. In considering the 
strength of a joint it is Important to notice not only the 
strain at which fracture takes place, but also that at which 
the joint begins to give way by slipping. Judged by this 
standard the machine work was shown to be much stronger 
than the hand work. In hand rivetting |-inch plates, it 
was found that slipping began at 27 per cent, of the breaking 
strain, whereas in the machine joints the slipping did not 
commence till the strain had reached 59 per cent, of the 
breaking strain. In the hand-rivetted f-iuch plates, slipping 
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b^an at 16 per cant, of the breakii^ etrain, and in tl>e 
machine-hvetted at 28 per cent. This appears to show 
coDcluravely that, regarded from a practical point of view, 
machine- ri vetting poBaessee very decided superiority over 
hand work. In these experimente Tweddell's machines were 
used, and the pressure upon the rivet-heada was 35 tons 
per square inch. The loads per rivet at which slipping 
b^an were found to be for |-inch rivets single rivetted by 
hand 2^ tons, for |-inch rivets double rivetted by hand 3 to 
3^ tons, for |-incli rivets double rivetted by machine 7 tons. 
The corresponding loads for 1-inch rivets were 32, 4*3, and 
8 to 10 tons respectively. It is thought that the load at 
which visible slip commences is probably proportional to 
the load at which leak^e would occur in a boiler. 



HYDRAULIC STATIONAKY RIVETTER. 

F^. 50 shows one of the latest stationary rivetting machines, 
specially adapted for dealing with marine boilera This machine 
is fitted with the plate-closer system, consisting of an arrange- 
ment for pressing the plates t^htly together whilst closing the 
rivet. This system was first devised by Mr John Fielding to 
meet the requirements of the rapidly-increasing pressures 
which were demanded in connection with triple and quadruple 
expansion marine engines. These machines can also be used 
without plate-closing, as double or (in some cases) treble power 
machines, and can thus deal with a great variety of work 
besides the heavy boiler shells. They are made, if required, 
with both the main standard and hob in steel, cast in one piece 
up to a certain weight, and beyond this bolted together like the 
illustration. 

Fig, 51 shows one of Tweddell's hydraulic portable rivetting 
machines of the direct-acting type, the power cylinder being 
formed on the end of one of the arms. It is shown fitted with a 
universal hanger, enabling the machine to be turned and worked 
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in any poeitjon without breaking the joints. These machines 
are also fitted with simpler forma of hanger from an eye bolt 
(enabling the machine to be used in a horizontal or vertical 
position) to the compound hanger shown, and they are made 
from 3-inch gap up to 7 feet 6 inches, and even larger. 

Fig 52 shows a type of portable rivetter, being the Fielding 



ng.50. 

" hinged " type, which is preferable where it is important 
to have both the rivetting dies clear of the hydraulic 
cylinder, so that they may get into comer wort, and rivet 
angle irons on to flat plates, etc. In it, both the rivetting dies 
are clear, and the levers carryii^ them oscillate on a strong steel 
centre-pin or gudgeon. The hydraulic cylinder and ram are 
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placed at the other end of these levers, and by making the centre 
line of this cylinder follow the radial path of the arms, of which 
the cylinder forme the outer end, connecting rode between the 
two levers are avoided. The result of this arrangement is that 
the machine is in practice as rigid and stiff as if it were in 
one casting. 

The form of hanger of this machine admits of the arms beit^ 



FiK. 51. 

placed either vertically or horizontally, as shown, and, of course, 
in any intermediate position in the same plane. If desired, 
suspension eye bolts only are furnished, suspending the machine 
either vertically or horizontally, but not in any intermediate 
position. By means of the compound hanger, the rivetter can 
be moved into any position, without interfering with the passage 
of pressure water to the cylinder. 
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Fig. 53 shows one of Tweddell's hydraulic vertical boiler 
shell plate bending machines, which is coming into use instead 
of bending rolls. The latest machines are capable of dealing 
with plates up to 2 inches thick. The practical results which 
are claimed for this machine are that the plate is bent to a true 
curve practically to the end, and much more completely than is 
possible with roller machines; that narrow curved plates or 



Fig. 58. 

joint strips can be bent as well as complete shell pistes ; that 
it is impossible to over-feed, and thereby break, the machine. 
Plates can be bent much quicker than by rolls and with less 
labour. Less fioor space is required, a machine capable of 
bending plates of cold steel 1^ inches thick, 13 feet wide, only 
taking up a space of 15 feet by 5J feet. It can be placed in any 
position irrespective of shafting, and requires no separate steam 
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engine. It U leas coetly than bending roUs of equivalent 
capacity. The mode of working is extremely simple, llie plate 
being placed edge np on small rollers on a level cast-iron floor, 
is hauled through the machine in short steps of about 3 inches 
length, by automatic feed gear, at every stroke of the bending 
die. Ko additional manipulation by the attendant is necessitated 
by this new arrai^ement ; all that he has to do is to work one 
valve lever, and the machine takes in the straight plate and turns 



Fig. 53, 

it out bent to the required curve at one passing throi^h the 
dies. Nearly all manual labour is therefore dispensed with, a 
boy to work the valve, and a man to test the curvature as the 
plate issues from the dies, being all that is required. The speed 
of working is such that a lai^ plate 1| inches thick, 13 feet 
wide, can be bent with final curve at from 2 to 3 feet per 
minute. These machines are usually made to suit the standard 
pressure of 1500 lbs. per square inch, but can be made to 
work at any other pressure if desired. 
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Fig. 54 shows a Tweddell hydraulic Hanger which is deeigned 
to do the work step by step, aud following generally, but more 
perfectly, the present hand process, thus making unnecessary the 
expensive dies and moulds that are required for flanging at one 
stroke of a press. They are constructed with three hydraulic 
cylinders, two vertical iind one horizontal. The outer vertical 



Fig. 64. 

rain gripe the plate on the s^mental block, representing a 
portion of the circumferential flange, while the inner ram in 
its descent turns down the plate. After about 8 feet to 9 feet 
of the flanging is thus done, the inner ram is raised out of the 
way and the ram of the horizontal cylinder advances and 
squares the flange up. For flanging boiler fronts the dies and 
guides aie removed, and the dome ends and furnace mouths are 



Digilizcd by Google 



124 HYDRAULIC POWER AND HYDRADLIC MACHINERY. 

flanged by dies of the usual construction. In this case the two 
vertical rams of the same machine are coupled together by the 
top block, thus utilising their combined power. 

Fig. 55 shows one of Tweddell's hydraulic flanging pressee 
for flanging boiler plates, etc., at one operation. It has a main 



ram working from below witii four vice, or holding, rams for 
holding the plate up against the surface of the upper die. A 
central vice ram is sometimes fitted inside the main ram for 
holding smaller plates which cannot be reached by the outside 
supplementary rams. A water-saving arrangement is shown, 
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consisting oE two small rams for moving the press table until 
it comes in contact with the work, when ptessure is automati- 
cally admitted to the operating cylinders. Whilst the press 
table is beii^ raised by the small rama, the main cylinder is 
kept filled by water from an overhead tank, or other low- 
pressure service. 

Hydraulic power has been applied to weld pipes made of 
wrought iron or steel, and the processes employed result in the 
joint being practically of the same strength as the solid plates. 
Messrs Thos. Pi^ott & Co. of Birmingham have devoted much 
attention to this, and the following data are based on their 
experience. Rivetted pipes of all diameters ai'e generally made 
in 25-feet lengths, this being found most suitable from long 
experience. Welded pipes, from 30 to 60 inches diameter, are 
made in 24-feet lengths, being built up of three cylinders, each 
8 feet long, and joined together with welded external circum- 
ferential butt straps, shrunk on and rivetted ; these pipes are 
of especial advantage where external earth pressure has to be 
resisted, as the butt straps add additional strength. Welded 
pipes under 30 inches diameter are generally made in lengths 
varying from 15 to 18 feet from a single plate, although in 
cases where greater lengths are required they can be joined 
blether by means of butt straps, as before mentioned, or cir- 
cumferentially welded, so that as far as the length is concerned 
there is not much advantage in using either the rivetted or 
welded type of pipe. These pipes are made in thicknesses from 
^th of an inch to 1 inch, according to the pressures and 
purposes for which they are intended. 

For lapwelded pipee steel, and not iron, plates are mori^ 
suitable for manufacture in every way, posaessing all the ad- 
vantt^es of the latter without its defecta It can be more 
readily worked up, is much stronger and more reliable. If 
wrought-iron plates are used, they have to be rolled with the 
grain running circumferentially, to prevent cracking ; whereas 
in steel this precaution is unnecessary, as the tensile strength, 
elongation, and contraction of area are almost identical, taken 
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either leugthwise or crosswise of the pltite. All plates should 
be tiniform, of a fine close texture, free from blisters, lamina- 
tionB, and other marks or imperfections due to defective rolling, 
and the surfaces smooth and even. 

The most suitable quality of steel is Siemens Martin, made 
by the acid open-hearth process, having lengthwise or crosswise 
a tensile strength of 24-27 tons to the square inch, with an 
elongation of 20 per cent, in 10 inches, and a minimum reduc- 
tion of area of 50 per cent. Strips 1^ inches wide beated 
uniformly to a low cherry red and cooled in water of 82' F. 
should stand bending double in a press to a curve of which the 
inner radius is 1^ times the thickness of the plate, the area of 
cross section of the test pieces being not less than ^ inch. 

The longitudinal edges of the plates to be welded together 
are accurately planed to form bevelled or scarfing e^s, and 
are of such a width as to. finish to the required diameter of the 
pipe. The plate is then rolled up so as to give a uniform over- 
lap equal to the thickness of the plate throughout its whole 
length. The curved plate is then placed on a trolley and the 
lap heated by water gas under a tuyere furnace to a welding or 
br^t yellow heat. The curved plate is then run under a 
steam hammer and welded up, being smartly handled, so as to 
get the best effect out of each heat. The heat is applied rapidly 
and r^ularly, so as to prevent injury to the plates from un- 
equal heating. After welding, the pipes are re-heated in a 
furnace to a good red beat, and then re-rolled, to ensure their 
being perfectly cylindrical. The pipes are then allowed to cool 
in a dry place where sudden chills will not affect them, thus 
allowing them to be perfectly annealed. The pipes are then 
faced in a special machine at one operation, thus being left 
perfectly square with the axis. 

HYDBAULIC DBILL 
Plate 37 shows a Marc Berrier - Fontaine direct-acting 
hydraulic drilling apparatus. It consists of a three-cylinder 
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hydraulic engine connected directly to the drill press. The 
apparatus is made in variouB sizes and forms. The one illus- 
trated has cylinders 1^ inches diameter with a stroke of 
1-]^ inches, and is designed for worbii^ pressures up to 
1500 lbs per square inch, being capable ot drilling holes of 
1^ inches diameter in iron or steel, the drill spindle having & 
feed of 4 inches. The apparatus is provided with clip handles, 
so that it may be readily fixed in any required position. The 
pressure water for driving the engine, and the exhaust water 
from it, are conveyed through flexible tubing, a stop valve being 
fixed on the valve chest to r^ulate the running of the ei^iue. 
This machine is well adapted for structural work, such as for 
boilers, girders, etc., and also for use in shipyards for drilling 
holes in place during oonstruetion. The machine that is illus- 
trated weighs about 85 lbs, A larger size, which is capable of 
drilling holes up to 2 inches diameter, weighs about 110 lbs. 

Plate 38 shows another form of the apparatus, the motor and 
drill press being separated, the power being conveyed through 
a flexible shaft. In this case the engine is bolted to a driving 
attachment, to which one end of the flexible shaft is connected, 
the other end being connected to the drill press. This form of 
the apparatus allows of the engine remaining in one place 
whilst any number of holes may be drilled within the range of 
the flexible shaft, the drill press only being moved from hole to 
hola The apparatus, like the direct drill, is provided with 
handles for carrying about. 



MANHOLE CUTTER. 



Plate 39 shows a Marc Berrier-Fontaine hydraulic manhole 
cutter for cutting circular or oval manholes of any diameter 
up to 30 inches, in iron or steel. The double radial arm which 
carries the cutters is driven by a three-cylinder engine through 
worm gearing. The engine has cylinders If inches diameter, 
with a stroke of 2} inches. The feed is given to the cutters 
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automatically, the star wheels on the feed scmw engaging with 
a Btud on the frame at each revolution. The machine is held 
to its work by means of a tension bolt (passing both through 
the frame and the plate to be cut) to a light steel bridge 
bracket on the other aide of the plate. The only preparation 
that is required for fixing the machine is the drilling of a single 
hole about 3 inches diameter. The manhole cutter may then 
be iixed in position ready for work. The apparatus may be 
applied in any position, either on work in course of construc- 
tion, or ou the plates tbemselves in the yard. The working 
pressure ia 1600 lbs. per square inch. 



HYDRAULIC BRILL AT ST GOTHARD TUNNEL 

In the construction of the St Gothard Tunnel, hydraulic 
power was successfully employed tor the purpose of rock- 
drilling. The Brandt rotary drill was used at the Ffaffen- 
sprung Tunnel on that railway, and more recently at the 
eastern end of the Arlberg Tunnel. The power was obtained 
from two h^h'presBure pumps, which were worked by a turbine 
pumping into an accumulator at a pressure of 1200 to 1500 
lbs. per square inch. A l}-inch wroi^ht-iron pipe conveyed 
the water to the machine. Plates 40 and 41 show the construc- 
tion of the drill, as explained to the Institution of Mechanical 
Engineers. The drill M is hollow, and ia screwed on to the 
hollow bar Q, which ia attached to tlie plunger I of the ram 0, 
working in the guide cylinder P. Upon this guide (and in one 
piece with it) is a spur wheel H driven by the worm J. The 
whole machine is movable from the horizontal tube N (to 
which it ia attached) by the collar piece F. The atop cock Z 
in the valve-chest B admita the water into a branch pipe lead- 
ing to the motors DE (abont 13 h.-p. each). These drive the 
worm J, which rotates the drill, at the rate of from 7 to 10 
revolutions per minute. By opening the tap Y the water is 
admitted through the pipe U to the back of the drill plunger 
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I, thereby pressiog the drill ^ainat the rock with a force of 
from 10 to 12 tons. When the tap 7 ie cloeed, the water 
paaaing through the pipe R drives back the plunger. The 
extent to which the tap T ia opened regulates the preaeure 
upon the plunger. 

The hole can be washed out, to clear it of debrifi, by closing 
the cock C in the pipe leading from the motors to the escape 
hose S. The exhaust water from the engiDes then passes by 
the pipe V into a pipe in the cylinder 0, and is dischai^ed 
through the hollow plunger and drill into the drill hole. 

The supporting pillar N consists of a tube with a plunger 
fitted into it. By admitting water-pressure into this tube, the 
plunger head is forced out against the sides of the heading, by 
which the pillar is set fast. The plunger can be withdrawn by 
means of a two-way cock. The pillar and drills are carried on 
a trolley, and are counterbalanced so as to be in equilibrium 
when the pillar is not fixed. 

The Brandt hydraulic rock drill has been successfully used 
in the construction of the Simplon Tunnel, and an account of 
this was given in The Engineer for January 1895, The 
employment of percussive drills worked by compressed air, 
or of rotary drills worked by hydraulic power, baa engaged the 
attention of those who have to carry out work of this kind, 
and Messrs Brandt & Brandau adopted hydraulic drills when 
contracting for the Simplon Tunnel, the makers being Messrs 
Sulzer Brothers of Winterthur. 

Plate 42 is a loi^tudlnal section of the type of drill adopted 
for the Simplon Tunnel, through the drill cylinder, showing one 
of the hydraulic motors in elevation. Fig. 4 is a horizontal 
section through the motors, and &^. 6 shows two drills at work. 

In Plate 42 the post or column on which the drills are 
carried ia shown at W. They con slide along this or be turned 
to any angle, and are then fixed in position by the clamp V. 
The fixed plunger S^ stands on S, which is the base of the 
machine. On this plunger slides the cylinder L, which tbroi^h 
the rod N presses the drill O against the rock which is being 

9 
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bored. Twin hydraulic motorB C aod D, working up to 
25 h.-p., are fixed by ecrews to the base S. The pistonB 
of these motors E drive two cranks, set at right angles to one 
aoother, which turn the same shaft, on which there is the worm 
P. This turns the worm-wheel Q, which rotates the cylinder B ; 
and E is connected by grooves and feathers with the pressure 
cylinder L, bo that by its means a rotary motion is given to the 
rod K and the drill 0, which makes from six to ten revolutions 
per minute. 

The cylinder L, and consequently the drill, can be moved 
forward 2 feet 2J inches, until it assumes the position shown by 
-dotted lines in figs. 1 and 2. It is then moved back, and N, 
which consists of a series of pieces, connected by very quick- 
running screws, is lengthened. These pieces, as well as the 
drills, are made of drill steel 2§ inches diameter, with a | inch 
hole running through the centre, to allow water to pass to the 
end of the drill. This is widened out to 2J inches diameter, 
and has three well-hardened saw-shaped teeth. When blunted, 
the drills are partly ground and partly milled. The column W, 
which sei-ves as support for one or more drilling machines, 
consists of a cylindrical tube, which by hydraulic pressure is 
very firmly fixed between the sides of the heading. With this 
object, there is a difTerential plunger with a piston at the open 
end of the tube. By means of a two-way cook the pressure 
water can be made to force the plunger either in or out, so 
that the column can be securely fixed or loosened immediately. 

To work the machine, the column is first secured in position, 
the drills are then placed as may be desired, being turned by 
means of the universal joint in their base, and they are then 
clamped te the column by V. The movable end of the pressure 
main is then connected to A, and the motors started by means 
of the valve B. By partially closing this valve, the speed of the 
motors may be r^ulated as desired. On the top is a two-way 
cock for moving the pressure cylinder L, and consequently the 
drill, backwards and forwards, and there is also a r^ulator 
valve for regulating the pressure of the water from the main 
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SO that the pressure on the drill may be increased or diminished 
according to the hardnesa of the rock. When this has been set, 
the advance of the driU is automatic. 

The water which has served to drive the motors can still be 
used to wash out the bore-hole, as it can be passed through the 
tube H into the hollow rod and the drill, where it serves to 
keep the teeth from being clogged by powdered stone, which it 
'Washes out through the space between the rod and the sides of 
the bore-hole. The supply of this water is r^ulated by the 
cock G, and all that is superfluous passes out through a hose, 
which conveys it to the drain. The working pressure varies 
irom 375 lbs. to 1500 lbs. on the square inch. 



HYDRAULIC RAM. 



The hydraulic ram is a machine of great simplicity, which 
•enables the power of a fall of water to be used directly to ' raise 
water to a height greater than the falL 

The principle of its action is the elementary dynamic law 
that the energy of any body in motion will be absorbed, and 
consequently the body will be brought to rest, by any resistance 
which opposes its motion if such resistance acts through a 
sufficient distance. 

This principle afTorda a particularly suitable way of using the 
power of a fall of water, when the work requirei to be done is 
pum[ang water or compressing air, as the work to be done 
affords a suitable resistance to absorb the energy of a mass of 
water. The mass of water is provided by the contents of a pipe 
of suitable length conveying water from the source of supply to 
the machine, which is placed in a tail-race. The machine, as 
ordinarily constructed for small quantities of water, is an iron 
box in which are two valves, usually called the pulse or waste 
valve, and the discha]^ or delivery valve. An air-vessel is 
mounted over the delivery valve, and the delivery pipe takes 
■off from this ur-vesseL Through the waste valve the water 
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freely escapes into the tail-race for a short time (usually 
between one and two seconds). The contents of the pipe 
during this time acquire a certain velocity, and when the 
pressure on the valve caused by the head due to this velocity 
is sufficient to raise it, it dooB so and closes the valve. The 
water, having then no other outlet but the delivery valve, 
opens this valve and flows through it against whatever pressure 
there may be in the air-vessel, until the resistance offered by 
this pressure has absorbed all the energy of the column of 
water, and has so brought it to rest. A certain reflux of the 
water then takes place, which opens the waste valve, and the 
cycle of operations is repeated. The water so pumped into the 
air-vessel is discharged through the delivery pipe in a 
continuous stream. 

Machines made in this manner work very well when suit- 
ably proportioned, but it has not been customary to use 
waste valves larger than 4-inch diameter, as the shuttii^ 
is accomplished with very considerable violence. This i& 
easily understood when it is considered that, even it it were 
closed by a pressure which continued constant, its velocity 
would be at its maximum when the valve shuts, and in the 
actual case the pressure continually increases in amount, so- 
that when the valve shuts, it is many times as great as when 
the valve began to move. 

It has been attempted to reduce this violence by checking 
the speed of the valve by balance weights, springs, and 
similar contrivances; but it is evident that it must be very 
detrimental to the efliciency of the machine to delay the 
shutting of the valve, because the narrow orifice of the nearly 
closed valve checks the flow of the water, and so wsates the 
energy which has been imparted to it in the same way as, by 
the slow closing of a sluice valve, all the energy of the water 
flowing in a main may be wasted, and the water may be 
brought to rest while closii^ the sluice. Thifl difficulty has, 
however, been removed by the device, due to Mr H. D. 
Pearsall, of providing a space inte which some of the water 
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flowa doriug the cloaing of the waste valva The velocity 
of the water eacaping bj the waste valve is not then 
increased while the valve is closing, and the valve may, 
consequently, be closed as slowly as desired, and so without 
violence; and thus it became practicable to make very much 
lai^r valves. 

The special object Mr Fearsall had in view was the con- 
struction of rams which might be available for the largest 
engineering works ; but this had hitheito not been attained. 
The difficulties, however, appear now to have been overcome 
by means of this and various other improvements which have 
been introduced by him. 



PEARSALL'S HYDRAULIC ENGINR 

Plate 43 shows a sectional view of Fearsall's hydraulic 
ei^ine, of which the following is a general description: — In 
place of the waste valve X> of the ordinary hydraulic ram 
there is an annular sliding valve d, and in order that the 
opening and shutting of this valve should be made exactly in 
the -pre-determined times, it is moved by a cam h which is on 
a shaft k turned by a small auxiliary engine I. The cam is so 
formed that the motion of the valve is dead slow at the instant 
of shutting, and bo closes without any concussion. When the 
valve d is open, the water escapes freely through it into the 
tail-race, and the water column in the flow pipe B acquires 
velocity and momentum. As the valve « closes, this outlet ia 
out off, but the flow is not interfered with, as the water can 
rise freely in the chamber m, which ia full of air, the air 
escapii^ as the water rises throi^h the valve n. The quiet, 
slow closing of the valve, therefore, does not cause any loss of 
useful effect The size of this chamber is so proportioned that 
it is not filled with the water entering it until a short 
time after the main valve is quite closed. The air valve « is 
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encloeed in a tube o; the depth which it projects into the 
chamber can be r^uUted by a screw. If it is allowed to pro- 
ject a little into the chamber, the layer of air in the chamber 
above the edge of this tube cannot escape through the air 
valve. If, on the contrary, the tube is raised till its edgo is 
flush with the roof of the chamber all the air escapes throt^ 
valve n. Supposing the tube to be in the latter position, the 
water on filling the chamber opens the valves e and flows into 
the space/, which communicates with a lai^r air vessel (not 
shown) from which the delivery pipe takes the water to an 
elevated reservoir. The air valve n is closed by the flow of a 
small part of the water up the tube o, past a float attached to 
the air valve. 

Usually the position of the end of the tube is a little 
below the roof of the chamber, and then a little air is com- 
pressed by the column of water and enters the air-vessel with, 
or rather in advance of, the water. The object of this is to 
keep the air-vessel replenished with air, and for use in the little 
auxiliary engine I, which, as already stated, moves the main 
valve d. 

The flow of the water past the valves e into the air-vessel 
against the pressure existing there, gradually retards and finally 
arrests the column of water in the pipe B. This is accomplished 
without any internal blow, and without any rise of pressure 
exceeding (except by a few lbs.) that in the air-vessel. This 
has been proved by indicator dit^ams taken by an ordinary 
indicator from the chamber m. 

The water having, by this static resistance, been brought to 
rest after a considerable interval of time, the main valve is 
again opened, tiie air valve falls open, and the chamber m is 
emptied of water and again filled with atmospheric air through 
this valva 

Engines of a similar type have been used also for compress- 
ing air. This is accomplished by lowering the tube still 
further below the roof of the chamber, and so preventing the 
escape of a larger proportion of the air which was in the 
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chamber. In compreaeing air, the chamber m ia larger or 
Bmaller, ao as to hold more or lesa air, according to circum- 
atancea — chiefly depending on the amount of the fall. The 
quantity of air ia in all cases regulated with any decree of 
exactness by the position of the tube 0. 

Such engines could be used for very lai^e water powers, 
taking the place of a combination of water wheels with piunps. 
It will be an advant^e to substitute one such simple machine 
for the combination of two machines, and as it involvea only 
one transformation of power inatead of two, a much higher 
efficiency reaults. The efficiency actually obtained has been 
over 70 per cent, in pumping water. In compressing air the 
difference is even more striking, as these machines have given 
an efficiency of over 80 per cent. 

Herr Pfaehler employed water at the Sulzbach Altenwald 
Colliery, near Saarbriicken, te transmit the power from a 
steam-engine at the surface te actuate pumps at the bottom of 
a shaft 306 yards deep. The steam-engine has a cylinder 
53 inchea in diameter and 61-5 inches stroke, connected with 
pressure plui^i-e 9 inchea in diameter and the same stroke. 
These plungers are brought into connection with an under- 
ground pumpii^-engine, consisting of four pressure pumps, 
with plungers 6 inches in diameter and 66 inches stroke,, 
arranged in pairs, and put in motion alternately by the surface 
pluugera. Between each pair of plungers (which are connected 
by a crosshead) is placed the working plunger of one of the 
mine pumps. The engine at the surface transmits the effort of 
each plunger through its rod tube to the correspondii^ pair of 
pressui-e pumps under ground, and this actuates the working 
plunger connected with it, either drawii^ or forcing water, the 
other pair acting conversely. The water is forced into an 
air-vessel, and thence through the rising main in one lift to the 
surface, the power supplied by the descent of water in one 
column being nearly sufficient te effect its return in the other. 
The tubes were proved to 100 atmospheres. The working 
pressure on the undei^ound pumps (due te the diSerence 
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between their areas and those of the pumpa at the eutface) is 
50 atmoapheres, and the hydrostatic head in the rods ia 
27 atmoepherea. The total working pressure, including friction, 
is 77 atmospheres, or about 1155 lbs. per square inch. The 
engine is worked at a speed of 10 double strokes per minute, 
the delivery 0! water being continuous. Careful observations 
were made in order to ascertain the work absorbed by the 
friction of the different parts of the machinery, and it was 
foimd to be from 25 to 29 per cent, of the total' power 
developed. The effective work of the pumpe, at 10 double 
strokes per minute, was 100 h.-p,, and the indicated h.-p. of the 
engine, with a mean pressure of 20 lbs. per square inch on the 
piston, was 136 h.-p., which gives a combined efficiency of 76 
per cent 



PUMPING ENGINES. 



Plate 44 shows a longitudinal section through an Elawick 
hydraulic engine, which is described in Meaers Lloyd and 
Handcock'B book on Ouniiery as follows : — 

A ia one of the low-pressure steam cylinders ; B, one of the 
high-pressure cylinders. The low-presaure piston ia connected 
(by means of two piston-rods D, one passing on each aide of the 
high-pressure cylinder) to the same crosshead as the single 
piston-red J), from the h^h-pressure piston. The croaahead is 
also keyed to the plunger-rod K. On the forward stroke of the 
plunger, a chai^ of water is forced through the first delivery 
valve F, Half thia charge ia required to fill up the apace 
which would otherwise be rendered void by the advancing 
plunger ; the other half-chai^ is forced up the second deliveiy 
valve E and into the piessure pipe. On the return stroke, 
the water on the other aide of the plunger ia forced through the 
valve E, and another charge is drawn up through the suction- 
valve into the pump. The sectional area of the rod K is juat 
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half that of the pump cylinder, hence the deliveries of the 
forward and backward strokee are equal. Connecting rods 
from the crossheads drive a shaft which works the slide valves 
M M* of the steam cylinders by means of eccentric gearing. 

Tho hydraulic governor is shown at P, and the relieve valve 
at K. The handle G- ia provided as a means of either closing 
the suction valve or limiting its throw. 

Copper pipes were, in the earlier days of hydraulic machinery, 
exclosively used for the supply system, but the Elswick firm has 
recently introduced piping of manganese bronze, and as this is a 
stronger material, its use has had the very impoi-tant result of 
reducing the weight of the piping — a very serious item when 
copper pipes only are employed. 

Plate 45 is an Elswick compound condensing pumping engine 
for producing high pressure hydraulic power. The engine is of 
the vertical inverted pattern and has three cylinders, one high 
pressure and two low pressure. In line with each cylinder and 
coupled direct to its piston rod is a pressure pump, having a 
plain plunger, each pump being provided with suction and 
delivery valves and air-vessels on the suction. Fins in the 
motion blocks at the junction of the piston and pump rods 
take connecting rods which are coupled to a three-throw crank 
shaft, the cranks being placed at equal angles. A fly-wheel is 
provided at each end of the crank shaft. The distribution of 
steam in the cylinders is effected by slide valves, which are 
worked by separate eccentrics. The surface condenser is 
formed as part of the engine framing, and the air and circulat- 
ing pumps are worked from the piston rods by vibrating levers 
as in ordinary marine practice. The engine can be arranged as 
a triple expansion one if desired. 

This type of engine has advantt^es where space is limited, as 
it occupies less room' than a horizontal engine of the same 
power. 
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PUMPING ENGINES FOR MINES. 

The great depth to which mines are worked at the present time 
involves arrangements for pumping water from them other than 
by steam power or by compressed air. Electrical enei^ trans- 
mitted from the surface to pumps in the mine is one method, 
but this system is beyond the scope of this book to deal with. 
Hydraulic power is the remaining one which is largely em< 
ployed, and a good illustration is afforded by referring to a 
recent installation carried out by Messrs Easton & Co., of 
Erith, for the Tasmania Gold Mining Company, who wished to 
increase the depth of their existing shaft from 718 feet to 918 
feet, which involved increased pumping power. The difficulty 
in fixing a new er^ne was that the shaft would not admit ot 
another set of spear rods beii^ installed. Furthermore, it was 
desired to make use of a spare set of pumpe which were at the 
mine. The arrai^ment adopted was as follows : — A hydraulic 
motor was lixed at the 718 feet level, working by means of 
spear rods the pumps at the low level, and driven from a new 
engine at the surface placed in an ei^ne-house some distance 
away from the shaft, the water being carried to the hydraulic 
motor in the shaft through solid drawn steel piping, the exhaust 
beii^ returned to the suction tank at the engine house. 

The engine (shown on Plate 46) is of the usual triple-expan- 
sion, inverted-cylinder type, having cylinders 25 Inches, 40 inches, 
and 69 inches diameter by 42 inches stroke, the' pumps being 
placed directly below the crosshead, and in line with the piston 
rod. The crossheads are provided with two gudgeons, and are 
connected to the crankshaft by double connecting rods of rect- 
angular section. The crankshaft is built up and made in^two 
pieces bolted tc^ther by a coupling for facilitating transport 
The cylinders at the back are supported on massive cast-iron 
frames of box section, which also carry the pumps. The inter- 
mediate-pressure and low-pressure cylinders are each supported 
on two steel columns in front. The two middle columns are 
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connected by a cast-iron box girder, which carries the front 
Bide of the h^h-presaure cylinder, and the three cast-iron 
columns at the back are connected by distance pieces. The 
cylinders are entirely separate so as to allow of free expansion, 
and are jacketted throughout. The high-pressure is fitted with 
a piston valve with internal expansion valve. The intermediate- 
pressure is fitted with a flat slide valve with an expansion 
valve on the back ; and the low-pressure cylinder is fitted with 
a double-ported slide valve. The intermediate-pressure and 
main valve, and the low-pressure valve, are supported by balance 
cylinders on the top, so as to reduce the stress on the eccentric 
roda The pumps and valve boxes are of cast steel, with 
phosphor bronze rams and valves and seats. The bedplate is 
cast in halves, bolted together, and ia of box section. As the 
thrust on the guides came rather high up on the back columns, 
the latter are supported by diagonal tie rods from the front of 
the bedplate. The front columns are also braced diagonally to 
prevent vibration. The engine is provided with a large flywheel 
on each side. The starting gear and all cocks are arranged to 
be worked from the lower platform, but may also be worked 
from the second platform. 

A complete system of lubrication is arranged for continuous 
working. The engine is fitted with a throttle valve, which is 
shut by a knock-out governor when the speed exceeds the fixed 
maximum. It is also shut when the accumulator on the main 
reaches its top poeition. In case the main should burst, the 
valve is also shut by a we^^ht which is normally held up by a 
small plunger connected to the delivery pipe. It will be seen 
that the three platforms fixed round the engine give easy access 
to all the parts. Steam at 170 lbs. pressure is supplied from 
four Cornish multitubular boilers, 6 feet 3 inches diameter and 
20 feet long. A surface condenser with air and circulating 
pumps, driven by a small horizontal engine, is to be fixed 
behind the engine. Provision is also made for exhausting into 
the atmosphere if necessary. The water is delivered from the 
pumpB-at a pressure of 2100 lbs. per square inch. 
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THE WOKTHINGTON PUMPING ENGINE. 

Where pumping engines are of the crank and fly-wheel 
type, the pump-pistons move at a variable speed according to 
the angularity of the connecting-rod, and the quantity of water 
that is delivered varies at each instant, from zero at the ends of 
the stroke, to a maximum about half stroke, when the pistons 
are moving with the same velocity as the crank-pin. This 
variable delivery produces a change of velocity in the rising 
main, and where the engine is pumping through a long main, 
or one which contains a large body of water, very severe 
pressures are caused in the pump by the changes of velocity 
and the inertia of the water. This variation of pressure is 
compensated for by air-vessels, otherwise the pressures set up 
in the pump are sul&ciently great to fracture the rising main or 
pump-work. In cases where (through the heavy pressures in 
the air-vessels) difficulty exists in retaining the air, advantage 
is experienced in adopting a pump in which the delivery of 
water is constant, and is not controlled by a crank and fly- 
wheel. The " Worthington " form of pump f ulfilB the con- 
ditions referred to, the delivery being uniform at all parts of 
the stroke. There are two pumps, each double acting, the flow 
from one dovetailing into the flow from the other. The steam 
cylinders are directly in line with the pumps, and there are no 
cranks or flywheels. This system has been adopted in pump- 
ing oil in America, where, owing to the great length of the 
mains and their smallness, the head on the pumps is all due to 
friction. When oil was forced with pumps whose motions were 
controlled with cranks, such excessive pressures were set up, 
owing to the change of velocity in the mains, and consequent 
increase of frictional head, that the pipes were continually 
bursting. 

The Worthington Pump Company, Limited, have recently 
installed one of the latest Worthington high-duty engines for 
the East London Water Works, the engine being constructed 
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by Meesrs JameB Simpson & Co. of Loadon, who have been 
long identified with Worthington engines. The duplex pumping 
engine invented by the late Mr Henry E. Worthii^^n 
(without the compensating system referred to hereafter) has 
been acknowledged to poasesa reliability and simplicity, but at 
the same time it admitted of improvement in the direction of 
economy in the consumption of steam. To accomplish this 
throi^h the usual medium of a fly-wheel, or other device, 
wherein the momentum of a moving mass is utilised for the 
storing of eneigy, would be to have deprived the duplex engine 
of its characteristic advantages. 

The Worthington compensating system permits of the 
cutting off of the steam in the cylinders, and its subsequent 
expansion to any degree or extent, thus giving to the direct- 
acting engine the advantt^es, as regards economy due to 
expansion, that are obtained by the fly-wheel engine, without in 
any way affecting the duplex principle. 

This improvement marked an important advance in the 
direct-acting engine, as instead of being confined, as before, to 
the steam expansion due to the relative ratios of the cylinders, 
it can now be run at such ratios as are found to be most 
economical ; in other words, any point of cut-off in the cylinder 
can be used. Plates 47, 48, and 49 show, in general and 
sectional elevation, the most recent type of engine with this 
compensating system. The attachment to accomplish this 
(marked A) consists generally of two oscillating cylinders 
supported from the main frames, and containing plungers which 
are attached to the piston rods between the steam and the 
water ends. These cylinders are connected by pipes, and are 
filled with water or other fluid, to the surface of which au- is 
admitted at a pressure suitable to the duty to be accomplished, 
tor the purpose of maintaining a constant load at a practically 
constant pressure on their pistons through the medium of the 
interposed liquid, by means of an interposed differential 
accumulator. These plungers act in such a way in respect to 
the main ei^ine as to resist ito advance at the commencement 
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of the stroke, and to assist it at the end, the air meanwhile 
exerting ite unvarjdng iD^uence at each end of the stroke. 
The two cylinders act in concert, and, being placed directly 
opposite each other, relieve the croashead to which they are 
attached, and the engine, from any lateral strain. 

At the banning of the stroke, when the compensating 
plungers form with the piston rod the smallest angle, their 
influence is greatest, gradually decreasing as the steam piatons 
advance until mid-stroke, when their influence is nil. Having 
passed the mid-stroke, the pressure within the compensators 
exerts itself to assist the motion of the engine, increasing at 
the same ratio as it decreased at the beginning of the stroke 
The successive positions of the compensating cylinders are 
shown by fig. 6, Plate 50, Fig. 1, and the curve, fig. 5, showa 
the retarding influence in the first half of the stroke and the 
accelerating influence in the latter half of the stroke, and it will 
be noticed that this power increases almost in the exact ratio to 
the decrease of the power of the expanding steam. 

The digrams from the three steam cylinders are shown 
by figs. 1, 2, and 3 on Plate 50, the water or resistance 
diagram taken from the engine being shown by fig. 4, while 
flgs. 7 and 8 show the combined di^am of the steam, the 
water, and the compensator loads, from which it will be seen 
tliat the propulsion diagram shown by the line W W is almost 
uniform, and, taking into consideration also the effect of the 
momentum of the moving parts, the result is almost perfect 

It will be seen from an examination of these cards that any 
number of expansions can be obtained, resulting in the highest 
economy. 

To return now to the compensating system. By thus 
alternately taking up and exerting power due to the different 
angle in which their force is applied to the line of motion of the 
plungers, these compensating cylinders in effect perform the 
function of a fly-wheel, but with the economical difference that 
they utilise a pressure of compressed air instead of the enei^ 
of momentum. Their action is i-eadily controlled, and their 



Digilizcd by Google 



DiBiiizcdb, Google 



DiBiiizcdb, Google 



DiBiiizcdb, Google 



DiBiiizcdb, Google 



DiBiiizcdb, Google 



DiBiiizcdb, Google 



DiBiiizcdb, Google 



ml 

iP 

i til 



I 

as 

|i| 

m 




DiBiiizcdb, Google 



THE WORTHINGTON PUMPING ENGINE. 1 43 

power may not only be proportioned to the work to be done, 
but is unaffected by the speed of the engine ; and the same 
amount of expansion can be obtained by the engine whether 
running at a speed of 10 or 200 feet per minute, or whether 
running at 5 or 60 revolutionB. Thia latter feature affecte 
favourably the economy of the engine when, applied to any 
service where the demand is irregular or intermittent 

The force of the compensating cylinders can, at the will of 
the attendant, be thrown on or off the engine instantly, and 
without the cut-off mechanism becoming disarranged. In order 
to limit the size of the compensating cylinders, the pressure on 
the plungers within these cylinders is produced by connecting 
thia cylinder through hollow trunnions with a differential 
accumulator, the upper part of which is in direct connection, 
through the air chamber, with the water pressure. By thia 
means the water pressure within the compensating system is 
multiplied to such an extent as may be found desirable. The 
pressure in the force main results in a imiform propulsion of 
the water column, and an absolute control of the speed of the 
engine, without recourse being had to any automatic governor 
or other devices. Should the force main or distributing pipes 
buret from any cause, no accident can occur to the engine 
itself, as the loss of pressure in the main would result in a 
corresponding loss of power in the compensators, and, should 
the pi-eaeure be entirely withdrawn, the engine would be unable 
to complete its stroke and would come to a dead stop. 

These cylinders are arranged with the high-pressure steam 
cylinders bolted directly to the cradle nearest the pump end, 
with the intermediate cylinders next, there being an intervenii^ 
space between the high and the intermediate-pressure cylinders. 
The low-pressure cylinders are bolted directly to the inter- 
mediate cylinders, and are thus at the extreme end of 
the pump. 

In the arrangement of piston rods, it will be seen that the 
high-pressure piston rods are directly coupled to the pump rods. 
Between the high-pressure cylinders and the pump end there is 
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a crosshead, to which are attached two side rods conDecting to 
the low-presBure pistons. The piston rods between the 
intennediate and low-pressure cylinders work through long 
metallic sleeves, made an exact fit to the tod, thus doing away 
with two stuffing boxes and the friction attendant upon them. 
These sleeves, after many years' experience, have been found 
most satisfactory. This arrangement of the piston rods permits 
of the examination and withdrawal of any of the steam pistons 
without in any way dismantling the engine itself. 

The steam, in passing from one cylinder to the next, goes 
through re-heaters (marked B) situated below the h%b and 
intermediate cylinders, where it is re-heated by live steam at 
full boiler pressure. These re-heaters are fitted with brass 
tubes, the heating steam passing through thorn being in connec- 
tion with the steam jacket system, and passes in succession 
through the steam cylinder jackets and re-heaters. 

The steam valves of these engines, instead of working upon 
the usual seat, forming part of the cylinder casting, work upon 
separate oast-iron linings carefuUy turned out and forced into 
the main cylinder casting. This system enables their with- 
drawal and repair in the event of the lining becoming cut. 
The steam passages in these liners are carefully cut out on a 
milling machine to standard gauges and templates, as are also 
the edges of the valves themselves, thus ensuring an absolute 
uniformity and interchaugeability of all the valves in the 
engine, which would otherwise be impossible, owing to the 
liability of the ports to shift their position in casting. 

The steam pistons are fitted with adjustable packing rings 
made in segments, and expanded by means of an undulating 
flat spring placed between the ring and the body of the piston. 
The rings are carefully scraped into position, and are made as 
light as is consistent with proper strength and ample bearing 
surface, BO as to reduce the friction and wear to a minimum. 

The valve motion of these engines is a modification of the 
Corliss type, made specially applicable to direct-actii^ pumping 
ei^lines, and with certain improvements which are only pos- 
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flible with this type of machine. The cyliDdera are arranged 
with two admisaion valvea on top, one at each comer, which 
also serve aa cut-off valvee, and two exhaust valves at the 
bottom, placed at either end of the cylinder. The four valves 
are operated from & central wrist plate, supported from a 
bracket bolted to the steam cylinder. The wrist plate is 
moved through the medium of links and rockshaft from the 
crosshead to the oppoEite side, in the ordinary manner of the 
duplex valve gear. The exhaust valvee are opened and closed 
by links connecting the cranks on the valve spindles directly 
witfi the wrist plate. 

The steam admission and cut-ofi* valves, on the other hand, 
are connected by links from their cranks to a secondary four- 
arm crank, which is fulcrumed on the wrist plate, but which 
reomvee its motion from its own side of the engine. This gives 
the effect of a broken-link or knuckle-joint connection between 
the admission valve and the wrist plate, which results in the 
valves being opened by the motion of the wrist plate proper as 
derived from the opposite side of the engine, and closed by the 
secondary motion carried through the fore-arm crank, and 
derived from their own side of the eugine- 

By this arrangement the cut-off is as rapid as can be desired, 
and being without trip motion, releasing, or other devices, the 
valve gear is exceedingly simple, and capable of very wide 
adjustment The point of cut-off may be varied at will, and 
each valve can be altered separately while the engine is in 
operation, by the simple turning of a screw. 

The operation of the valve motion is very easy and noiseless, 
while being accessible at every point, as it is all placed on the 
outside of the engine, having none of the parts between the 
flteam cylinders. 

COMPENSATING CYLINDERS. 

Iliese consist of four cast-iron or Bt«el cylinders, which are 
jwovided with large trunnions carried in beaiings on the main 
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engine frames. The compensating cylinders contain aingle- 
actiog caBt-irou plungers which have chilled and ground 
surfaces. These plungers are screwed into T heads or thrust 
pina which work in bearini^ carried on the croas-head attached 
to the main piston rod. Thus, with the motion of the piston 
rod, the compensating cylinders are oscillated back and forth 
by means of their plungers, which run in and out of the 
stuffing boxes. 

The compensating cylinders are always under constant 
pressure, hence thei-e is an equal load on the compensating 
plungers at all points of the stroke, and the actual effect of this 
force on the piston rod of the engine is determined by the 
various positions of the compensating cylinders during the 
stroke. The closed ends of the compensating cylinders are 
connected by ports which pass through the trunnions to a 
central distributing pipe which is in connection with the 
differential accumulator. 

The stuffing boxes of the compensating cylinders through 
which the compensating plungers work, are packed with. 
metallic packing, which may be considered as practically 
permanent. 

The proportioning of the compensating cylinders to the 
horse-power of the engine is such that in all Worthington 
engines practically the same pressure is carried in the high- 
duty attachment ; hence all these parts are reduced to a 
standard form of construction, the only difference being in the 
diameters necessary for different horse-powers. 

Professor John Goodman has given considerable attention to- 
the conditions which obtain in the workii^ of a plunger pump, 
and he conducted a series of experiments at the Yorkshire 
College, Leeds, with an ordinary plunger donkey pump, such as 
is in common use for feeding boilers. The results were brought 
before the Institution of Mechanical Engineers in February 
11J03. He referred to difficulties that used to be experienced in 
the early days of the petroleum industry in America, in pump- 
ing the oil through long pipe lines, and that the problem wse- 
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solved by the iDtroduction of the Worthington engine, which 
minimisee the fluid shock in the pipes by means of the direct- 
acting or free-piston pump, in which the pump plungers 
gradually come to rest and to pause at each end of the stroke, 
thus preventing any sudden change in the velocity of the fluid. 
When " shock " pressures, however, are set up, even with short 
lengths of pipes, many problems arise which are much greater 
than can be accounted for by ordinary theories. When a pump 
is fitted with an air or vacuum vessel on the suction pipe, 
many of the phenomena dealt with in this paper disappear, but 
the object of the investigations was to study the effects of 
"water ram" in pipes, and also how the "slip" or the "dis- 
charge coefficient " of a pump not fitted with a vacuum vessel 
was affected under changes of outlet, speed, and length of 
suction. By the " slip " is meant the difference between the 
volume of water actually pumped, and the volume displaced by 
the pump plunger, a common assumption beii^ that "shp" 
causes a small loss attributable to leak^e, or to air entrapped 
in the water. In the experiments recorded in this paper there 
were circumstances under which the pump actually delivered 
more than 50 per cent, more water than that calculated by 
the displacement of the plimger, although, of course, the useful 
work done cannot be greater than that indicated in the pump 
barrel, less friction. 

In the case of a pump having a suction pipe of the same 
diameter as the plunger, the water will, under normal con- 
ditions, move with the same speed as the plunger, and will be 
accelerated and retarded in the same manner. Hence the mass 
of the water in the suction pipe may be r^arded as a part of 
the mass of the reciprocating parte, and therefore the suction 
or n^ative pressure required at the banning of the stroke to 
accelerate the water, and the positive pressure set up at the 
end of the stroke when the water is retarded, can be readily 
calculated. If the area of the suction pipe be lees than that of 
the plunger, the water in the pipe will move with a corre- 
spondii^ly higher speed, and the above-mentioned pressure (per 
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unit area) will be increaaed itt the direct proportion of the area 
of the plunger to the area 0! the pipe. Although many of the 
data recorded in this paper may apply only to a small pump 
like the one experimented with, they deserve to be studied. 



DAVY'S PUMPING ENGINES. 

Fig. 56 shows pumping engines made by Measre Davy 
Brothers of Sheffield. These engines are of an improved three- 



Fig. 56. 

cylinder type, which the makers consider offer many advantages 
over the fly-wheel type. The steam cylinders are three in 
number, coupled up by connecting rods to a three-throw crank- 
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shaft, the tail rods of the cylinders beii^ coupled direct to the 
three pump plungers. The .three cylinders enable the engine 
to have a very equal turning moment, and, at the same time, 
the valves can be set with an early cut-off. The throttle valve 
is connected to a handii^ lever in front of the press attendant, 
who can not only instantly stop and start the pumps, but can 
T^ulate the speed to exactly suit the requirements of the work 
under the press, whereas with the ordinary lly-wheel pumps the 
engine must be started some time before foi^ng actually begins, 
and must be kept runnit^ until the end of foi^ng operations. 
With the three-cylinder arrangement the pumps will be stand- 
ing probably quite one-half of this time, this alone resulting in 
a* cbnsiderable saving of steam. 

In the niOBt recent type of this press the pumps are only one- 
half to one-quaiter the capacity required by presses fitted with 
ordinary valves ^ and working at the same speed, as by an 
improved form of valve the press-head can be lifted about 12 
inches for every revolution of the pumps, and can be lowered at 
the same speed on to the work, where it can rest with its own 
weight, or can be made to continue its stroke under pressure 
from the pumps without pause. The whole of these operations 
are controlled by one single lever and two mitre-seated valves, 
the whole arrangement being of the simplest form possible. 

The supply water to the pump auction is connected to an air 
vessel under a pressure of about 60 lbs. per square inch. This 
low-prOTSure water is also connected to the main press cylinders 
when the press is being raised or lowered. This arrangement 
of supplying pressure water to the pump suction enables very 
much smaller pumps to be used, as it enables them t-o run at a 
very great speed without shock. It has, moreover, a further 
advantage, which is that the whole of the water used is sealed 
and never comes in contact with the atmosphere. It remains, 
therefore, perfectly free from dirt or grit, a matter of no small 
importance in places where forging presses have to work, in 
maintaining the valve faces free from wear, and in prolonging 
very materially the life of the packing leathers. 
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THE GKEATHEAD SHIELD. 

The construction of tunnels through water-bearing foruia- 
tioDS has been greatly facilitated by the adoption of a lining of 
cast-iron or eteel segments, which, when completed, form a 
continuous cylinder, in the execution of which work hydraulic 
power plays an important part The late Mr G-reathead'a 
name will always be associated with the introduction of the 
shield (as it has been termed), the first use of which was in the 
copstruction in 1869 of the small tunnel at the Tower, 
designed by the late Mr Peter Barlow. Following this, a 
short length of tunnel, 8 feet in diameter, was constructed in 
1870 for the Brc^dway Pneumatic Railway in New York, 
and another was afterwards made in Cincinnati. These, 
although not subaqueous, were carried out by means of shields 
(of boiler plate), similar to the Tower Subway, and propelled by 
small hydraulic presses. Cast s^nients are employed in recent 
works. In a paper that was read at the Institution of Civil 
Engineers in 1895, by Mr Greathead, an interesting historical 
account is given of the system, and a description of the work in 
connection with the construction of the City and South London 
Bailway, which was at first proposed to be made from King 
William Street in the City on the north, to the " Elephant and 
Caatle" at Kewington on the south. Subsequently, parlia- 
mentary powers were obtained to extend the line to Islington 
on the north, and to Stockwell and Clapham Common on the 
south. Reference can only be made here to the work relating 
specially to the construction of the tunnel by the shield, in 
which hydraulic power was so advant^eously employed for 
forcing the shield forward, whilst compressed air prevented 
water entering the tunnel. 

The first shield of the eighteen used on the City and South 
London Kailway was almost identical in its design and con- 
struction with that shown in figs. 57-59, which represent a 
shield for the 10-foot 6-inch tunnels constructed between the 
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" Elephant and Castle " and SlockwelL It consistB of a cylinder 
5 feet 11 inches long, of steel plates in two thicknesses of ^ inch, 
each rivetted together to break joint with rivets countersnok on 
both sides. This cylinder was bolted to a strong ring of cast 
iroD at the front end, and to this ring were bolted the plates 
and channel-bars formii^ the face, and the adjustable steel 
cotters. The latter were so attached that they could be 
adjusted to cut out the excavation to the same diameter as 



Fig. 57. 

or wider than, the steel cylinder following them ; the latter 
provision being necessary for passing round curves in any 
direction either horizontal or vertical In the face was provided 
a rectangular opening with iron doors upon rollers for sudden 
closing. It was, however, found in practice almost impossible 
to maintain these doors in working order, so they were 
subsequently removed and reliance was placed on timbers cut 
and kept ready for dropping into the channels placed for the 
purpose at the sides of the doorway. These were always used 
when work was suspended at a face, or when wet material was 
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encountered pending the provisioD of appliancee foi dealing 
with such material. The inside of the cylinder in rear of the 
face was lined with massiTe cast-iron s^ments; and to these 
were bolted, as shown in fig 57, six hydraulic preesee of 
6^ inches diameter. The presses were connected with two 
hand-pumps, for forcing the shield forward. The same pumps 
served also to run the rams back into the preaaes. To the 
projecting ends of the rams were attached long shoes for 
carrying the pressure on to the solid part of the cast-iron 
tunnel-lining without bringing any bending strains upon the 
rams, or undue pressure on the tunnel-flanges. The rear end of 
the shield, for a length of 2 feet 8 inches, consisted only of the 
steel cylinder ; and within this the cast-iron segments forming 
the tunnel-lining were put together. 



HYDRAULIC PRESSES IN THE SHIELD. 

The hydraulic presses in the shields used in the City and 
South London Kailway were supplied with water from two 
cisterns placed inside the shield by hand-pumps, one on each 
side of the platform in the shield, fig. 57. These hand-pumps 
generally foi-ced the shield forward in about ten minutes, 
overcomii^ the skin friction and the resistance due to weeing 
and cutting the clay in the face. The pressure varied between 
600 lbs. and 1800 lbs. per square inch, depending upon the 
number of presses in use, the projection of the cutters, and 
whether the tunnel was being driven in a straight line or on a 
curve. A reversing valve enabled the rams to be driven back 
by the same pumps either singly, in groups, or all together. 

The excavation is effected by forcing forward the shield by 
the hydraulic rams until a space equal to its own diameter is 
formed, and at each advance a length is completed equal to one 
of the rings of the lining of the tunnel. Several descriptions 
of tunnels which have been constructed by means of the 
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GTeathead ahield are recorded, but reference will be confined to 
the moat recent one, which ia the Baker Street and Waterloo 
Eailway, particulars of which were given to the Institution of 
Civil Engineers in 1902, by Mr W. C, Copperthwaite and 
Mr A. H. Haigh, and in a paper by Mr Hardington A. Bartlett 
in 1903. 

The following is a description of the shield that was used 
for constructing the tunnel under the Thames through very 
open ballast charged with water. Its outer casing consists of 
a steel cylinder 13 feet in external diameter, having the lower 
part in front cut away, in curved form, from a maximum height 
at the cutting edge of 3 feet, leaving a hood or cover above an 
open invert. The middle portion covers the rams, and the 
back part forms the tail or erecting-space for the iron tunnel- 
rings. The edges, at the front of the hood, are bevelled at an 
angle of 45* to form a cutting edge. A circular box-girder, 
10 feet 1 inch in internal diameter, together with a middle 
vertical girder within it, form the main frame or rib of the 
shield. The several thicknesses of st«el skin at the hood are 
connected by nine circular rows of rivets 1 inch in diameter 
and of 6-inch pitch, with their outside heads countersunk, and 
one row of 3-inch pitch close to the bevel of the cutting edge. 
The six loi^tudinal joints of one layer of the skin break with 
those of the adjacent layers. Cover-strips run the whole length 
of the shield over the outermost six longitudinal joints. Nine 
gussets connect the side plate of the box with the skin of the 
shield. The whole length of the shield is 9 feet 8^ inches; 
which may be divided into: main body 6 feet, tail 2 feet 
6 inches, hood 2 feet 2J inches. Within the main body, behind 
the circular girder, is the cast-steel ring beaiing the fourteen 
hydraulic rams, each 6 inches in diameter, clustered at the 
lower parts and set in pairs laterally (figs. 4 and 5, Plate 51). 
Ordinarily the lowest four were not broi^ht into use, six or 
more of the remaining ten being suitable and sufficient for 
driving the machine. Each ram was capable of being actuated 
independently. The ram-cylinders, of cast steel, are IJ inch 
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tbick, and have a stroke of 20 inches. All the cylinders, pipes, 
valves, and connections were adapted to stand a hydraulic 
pressure of 2400 lbs., and were tested to 3500 lbs., per square 
inch. Working-pressure was supplied to the rams by an 
intensifier, having a cylinder 7 inches in diameter, fed by the 
London Hydraulic Power Company's water from their mains 
in the Embankment, at about 800 lbs. per square inch; and 
the pressure on the piston was transmitted by two plungeis 
3 inches in diameter to the water in communication with the 
rams. The calculated multiplication is 4J, and an effective 
result of 3 is allowed. The usual average pressure in the rams 
when driving was about 1300 lbs. per square inch. Mr 
Bartlett describes the method of constructing the tunnel of the 
same railway in London clay as follows : — 

The Grreathead shield consists of three main parte: — The 
cutting edge ; the skin ; the cylindrical jack casting. 

The cutting edge is of cast steel made in three sections bolted 
ti^ther, and is of slightly larger diameter than the skin of the 
shield in order to facilitate the progress of the shield throi^ 
the clay. 

The skin is composed of a half-inch cylindrical steel plate, 
6 feet long, made in three sections with butt-joints, and half- 
inch cover plates, extendii^ from the cutting edge, to which it 
is fastened with countersunk set screws, to about 2 feet 9 
inches behind the back of the jack castings, forming what is 
known as the " tail " of the shield. The object of the tail is 
to support the ground and protect the miners whilst erecting 
the iron. 

The ring of jack castings is made in six sections bolted to 
each other and to the skin and cutting edge, hard wood pack- 
ii^ beii^ used in the horizontal joints. 

Besides affording a firm foundation for the jacks, these castings 
greatly strengthen the shield, and, indeed, are its chief support 

Between the jack castings and the cutting edge is a steel 
diaphragm consisting of two ^-inch plates, the duty of which 
is to give stiffness to the shield and maintain it in shape. 
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The Bhield ia drivea forward by hydraulic nana or jackSr 
eight in number, each 7 inches in diameter ; the i«quiBite 
pressure being obtained by means of 'an air-engine or in- 
tensifier, fixed to the shield, which ia supplied with air at a 
pressure of 60 lbs. per square inch, and which intensifies the 
pressure, forcing water into the rams at a ton (2240 lbs.> 
per square inch. 

A flexible pipe connects the compressed-air main in the 
tunnel with the shield, and the inteosifier draws its water from 
two tanks fixed on the shield, one on either side. 

The shield is fitted with an oak grouting rib made in aectioira^ 
having strips of leather nailed to it at the outside sdge, and 
projecting about ^ inch beyond the oak all round. This ring is- 
beld in position by the rams, and serves two purpoaee : firstly 
(as its name implies), to keep the grout in whilst grouting up ; 
and secondly, to distribute the pressure of the rams evenly 
over the segments of the tunnel lining. 

As the shield advances it clears out a circular space somewhat 
lai^r than the outside diameter of the steel lining of the 
tunnel, thus leaving an annular space which is filled with a 
. grouting mixture consisting of three of blue lias lime to one of 
clean sharp sand. The grouting machine is shown in figs. 60 
and 61. 

The grout is mixed to a proper consistency in the cylinder,, 
the lid of which is then closed and made air-tight Compressed 
air is brought from a compressor by a small pipe into the 
machine, and the grout is forced out and discharged through a 
flexible hose into the annular space to be filled. By means of 
paddles worked by a handle the mixture is kept stirred, and i& 
prevented from setting. 

In Mr Bartlett's paper a useful Table (p. 158) is given, 
showing the force required to drive a shield. 

The Glasgow Harbour Tunnel, which was completed in 1893, 
affords a good example of the employment of the shield. Thera 
were three tunnels connected to shafts on the north and 
south sides of the river. These shafts were, for the most part,. 
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16 feet in iotenial diametei. The two outei ones are used for 




vehicular trsfiBc, and are level from ahaft to shaft, with elevatam 
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(described elsewhere) to raise the vehicles to the surface on 
either sida The ceotre tunnel, for foot passengers, is con- 
structed with a gradient of 1 in 3 from the shafts, and with 
stairs in them, which obviates the neceesitj- for elevators. 

The tunDels were constructed in boulder clay from the south 
shaft about a third of the distance across the river. An 
interesting description of the various operations in connection 
with these works was published in Engineering on the com- 
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pletion of the tunnels, and the following information is derived 
from that source. 

The shield which was adopted for the construction of the 
tunnels is a modification of the one first used, being some- 
what strengthened, although there were no indications during 
the carrying out of the works that this was other than 
precautionary. 

The outer shell was 17 feet 3 inches and measured 8 feet 
6 inches from cutting edge to back. The cutting edge had a 
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stiffening ring on the diaphn^m. There were two sliding doors 
6 feet by 4 feet 2 inches, but it was at no time found neceasary 
to close the doors. Inside the diapbr^m there was at the top 
and bottom a girder for stiffening the shield. On the platform 
there were two hand pumps for working a series of thirteen 
small hydraulic rams, 7 inches in diameter with a stroke of 
2 feet. Immediately behind the diaphragm was a series of 
cast-iron s^ments abutting against each other and forming a 
complete circle. The hydraulic cylinders were bolted to these 
and through the skin plating of the shield. For grouting 
behind the tunnel plates there was a grouting pan about 
2 feet 6 inches by 18 inches. From this pan there was a 
hose-pipe with an iron end-piece and nozzle. The grouting waa 
done under a pressure of 50 lbs. to the square inch. Both 
shields were made by Messrs Markham & Co., Chesterfield. 



HYDEAULIC BEAKE. 

A brake or buffer can be made by enclosing a volume of 
water in a cylinder that is provided either with a perforated 
piston or with a small pipe connecting each end of the cylinder, 
which admits the passage of water slowly from one end to 
the other. Such an appliance admits of wide application in 
arrangements of machinery where the absorption of suddenly 
arrested enei^ is required. In working the starting and 
reveraing gear of marine-engines, the piston-rod of the steam 
cylinder is continued and forma the piston-rod of a hydraulic 
brake cylinder, the ends of which are connected by a small 
pipe through which the fluid is pressed backwards and 
forwards. When the piston begins to move, the reedstance 
of the brake is at a minimum, increasing with the motion of 
the piston (as the square of the speed) till a maximum is 
reached, which is adjusted by means of a cock. 

Mr Alfred A. Langley devised a" "hydraulic buffer stop" 
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for the purpose of preventing accidents due to trains over- 
running terminal stations, or dead «id8, on rtulwaya, and 
Arising either from the failure of the brakes, defects in the 
machinery, or carelessness in not reducisg speed. A descrip- 
tion of this was given to the Institution of Mechanical 
Engineers in 1886. 

The principle on which it is based is the application of 
hydraulic resistance by the use of a piston woricii^ in a hori- 
zontal cylinder lilled with water, and fixed in line with the 
bufTers of the rolling stock. Plate 52 illustrates this appliance. 
Figs. 1 and 2 show a sectional elevation and plan of the 
general workii^ arrar^ements. The piston-rod A working 
in the cylinder B is of solid steel, 3| inches in diameter, and 
13 feet 1 inch long over all Upon its extremity is fixed 
A buffer head, similar bo those of the rolling stock. In its 
normal position (ready to receive a train) it projects 6 feet 
from the face of the cylinder, allowing 2 feet for the con- 
struction of a fixed atop, as shown at L. Tliis consists of 
four permanent-way rails placed transversely across the front 
end of the cylinders, two over and two under the piston-rod, 
and connected together by a loose girder through which the 
rod passes. The cylinder B is shown in sectional plan by 
%. 5. It is 4 feet 7^ inches long, cast with a flange on each 
•end, and bored out to 12 inches diameter, with 2J inches 
thickness of metal Covers are bolted to both flanges, and 
are fitted with hydraulic glands, with cup leather packing, 
for the piston-rod, which passes through both ends of the 
cylinder. An india-rubber ring 1 inch thick is fixed round 
the rod on each side of the piston, to form a cushion between 
the piston and the cylinder ends, the piston being turned to 
an easy fit. The constant circumferential clearance between 
the cylinder and the piston is 0*38 of a square inch. In 
addition to this constant space, a gradually diminishing area 
of passage has been contrived, whereby a uniform resistance 
ia maintained throughout the stroke. This is accomplished 
.by a wrought-iron strip 0, 3 inches wide, fastened by stud- 
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Bcrew8 along each inoer Bide of the cylindei. Thej project 
1% of an inch into the cylinder at the commencement of the 
stroke, and taper up to 1^ inch at the rear end> This 
wroi^ht-iron strip fite into a correBponding slot 1|^ inch deep, 
which is cut out in each side of the piston. 

When an impact takes place, the piston is forced backwards. 
The clear space between the tapeiing stripe and the slots in 
the piston becomes less and less, as shown by the diminishing 
areas of the waterway (the thin rectai^lar strip with the 
hatching) in sections QFE and T), so that, notwithstanding 
the diminishing speed, an equal amount of resistance is main- 
tained until the train is at rest. The waterway of G is 496 
square inches, of F is 3*18 square inches, of E is 1*40 square 
inch, and of D is (HOiJ of a square inch. By means of adjust- 
ing screws, applied to gauge plates, the proper sizes of the 
openings throi^h the pistons were determined by experiment 
The cylinder is kept constantly filled with water by a supply 
pipe H fixed to the front of it. When released, the piston is 
drawn forward ^ain into its original position by the action 
of a counterweight I, suspended in a pit under the forepart of 
the buffer by a J-inch chain, which passes over a fixed pulley 
J under the cylinder, and is attached to a crosshead K upon 
the back end of the piston-rod. This crosshead has a wheel 
on each side (as shown in detail tn fig. 4) running along a 
guide path. The counterweight is composed of oast-iron discs, 
with a packing of felt between each, and a packing of india- 
rubber between the bottom weight and the holding bolt, to 
take the first strain upon the chain, when the bntTer is struck. 
E^h bnffer is deeigned to work separately, in order to aroid 
the unequal compression which might occur if two were con- 
nected by a cross-head. 

It has been found by experiment that a train having a speed 
tA at least e^ht miles an hour is brought to a stand with less 
than a 4-feet stroke. The theory of the action of the stop is 
considered to be, that its remstance varies aa the square of the 
velocity of the train, while the momentum of the train also 



Digilizcd by Google 



l62 HYDRAULIC POWBR AND HYDRAULIC UACHINERY. 

Taries as the square of its velocity, so that the piston-rods 
will be forced back, on impact taking place, through the same 
actual stroke (approximately), whatever be the velocity. 



HYDRAULIC POWER APPLIED TO GUNNERY, 

The revolution which was brought about in the construcUon 
and working of guns when breech-loading was adopted for 
muzzle-loading, and when cordite was subetituted for gun- 
powder, has been recorded in the papers of Lord Armstrong 
and Mr Vavasseur at the Institution of Naval Architects in 
1887, and by Sir Andrew Noble at the same institution in 
1899. Messrs E. W. Lloyd and A G. Handcock (formerly 
in the Royal Navy and in the Royal Artillery respectively, 
and now connected with Elswick) published in 1893 an in- 
structive and interesting book on Oumiery. From the fore- 
going sources much of the following information is obtained. 
In referring to this subject the name of Mr G. W. Rendel will 
Always be identified. 

The greater weight of the guns, and the increased rapidity 
with which they could be fired, called for the introduction of 
appliancee capable of utilising these advantages which hand 
power could not possibly accomplish. Sir W. G, Armstrong, 
Whitworth & Company (as the Elswiok firm is now called) 
have brought to a high state of perfection, both in r^ard to 
design and manufacture, the hydraulic apparatus which is now 
indispensable for working guns, either afloat or ashore. It will 
be only possible to refer to this matter briefly, although the 
subject is one of great importance and interest. 

There is now no navy of importance in which the lai^ guns 
■are not worked by hydraulic power. The advant^es of the 
system may be summarised as follows : — 

(1) Hydraulic pipes can be " led " all over a ship without 
causing heat. 
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(2) If a pipe ia damf^ed, no explosion can take place, and it 
ia easy to discover where the damage enata. 

(3) Hydraulic Diachines can be applied directly, as elevating 
preeses, lifts, etc., without the interposition of gearing, and they 
work in perfect silence. 

(4) The non-elasticity of water is of particular convenience 
in tiie application of hydraulic machinery to gun-mountings. 

(6) The hydraulic system lends Itself, in a way impossible 
with steam, air, or electricity, to arrangements for combining 
recoil presses with means for running the guns in and out. 



DISAPPEARING GUNS. 

In 1864 Colouel Moncrieff utilised the energy of recoil to 
bring the gun down into a protected position behind an 
earthwork, at the same time storing up energy to raise it again 
into the firing position by a "hydro-pneumatic" disappearing 
mounting, the principle of which is as follows: — When the 
gun is in the firing position, it is kept up by the liquid being 
at sufficient pressure to force out the ram of the recoil press. 
This pressure is obtained by compressed air, contained in a 
separate compartment, but acting directly on the liquid. 
When the gun is fired, the liquid is forced through recoil 
valves; then, instead of passing into an exhaust chamber, as is 
nsually the case, it passes into jthe compressed air chamber and 
further compresses the air. This latter action only helps to 
absorb the recoil to a slight d^ree, the principal recoil- 
absorbing action being the usual one of forcing liquid through 
the small apertures provided by the valves, A mixture of 
glycerine and water has been found to be the best liquid tor 
faydro-pneumatic mountings, as compared with water or oil 
If water is used the interior of the press and air chamber 
would rust. 

When the energy of recoil is absorbed, the gun ought to have 
descended into the loading position. The air will be highly 
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compreseed, but it cannot force the liquid back iato the reooil 
presB, becanee the recoil valves are " noQ-retum." A pump is 
always provided by which the liquid cau be pumped from the 
recoil press into the air compartment, and the gun can thus be 
brought down without firing ; or, if the recoil fails to bring it 
down aufBciently, it is only necessary to give a few strokes to 
the pump. The gun is loaded in the down position, and then 
" laid " for the object, sights being used for trainii^, and means 
being provided by which the elevating gear can be set so as to 
give any desired elevation to the gun when it is up in the firing 
position. When all is in readiness a valve is opened and the 
liquid is allowed to pass from the air compartment to the recoil 
cylinder; the ram is therefore forced out and the gun rises. 
Ab it approaches the firing position, the gun automatically 
closes the inlet valve, and comes to rest gently. The gun 
having been previously laid, it can be fired directly it is up, ao 
that it should only be above the pit for a few seconds. 

After many systems bad been experimented with, the hydraulia 
recoil press on Mr Vavasseur's plan was adopted for the English 
services, and nearly all over the world. Oil is used in the 
presses ; that which comes from Bangoon best fulfils the required 
conditions. Fig. 62 represents the Vavaseeur recoil buffers a& 
originally fitted to fi-inch gun mountings. FF' are the pistons ; 
G G> the piston-rods, of which one, G*, is fixed to the rear, and 
the other, G, to the front of the lower carriage. H H are the 
riBed grooves into which fit the studs J J on the rotatory 
valves EK. The figure shows the arrangement in the firing 
position. When the gun recoils, the oil in both cylinders baa 
to pass from one side to the other of the pistons; but as the 
piston-rod Q* enters its cylinder, and the piston-rod G leaves it,, 
some of the oil in the left-hand cylinder L> must pass over to 
the right-hand cylinder L, so that both cylinders may continu& 
to be entirely filled with piston-rod and oil. The passage of 
the oil takes place through the connecting-pipe M ; past the 
non-return valvo, which it forces open against the spring;, 
throi^h the passage O ; and into the cylinder I. 
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If the by -pass valve P (fig. 63) is opeD, in order that the 
gun may run out again after recoil, a certain amount of the 
liquid will pass through it when going from one cylinder to the 
other. During recoil, the valve K gradually doses the orifices 
Q Q through which the oil has to pass, the shape of the valve 
beii^ calculated with a view to obtaining a uniform velocity of 
liquid. When the gun is in, it will run out t^in automatically, 
if the by-pass valve P is opened, for there would then be a 
passage for the liquid through the hole B. But if the by-pass 
IB closed, the liquid is locked up in the cylinder L, for it cannot 
ie-pas8 the large valve M ; the piston-rod Gr cannot therefore 



O '^ 




Fig. 62. 

enter its cylinder. Again, if the gun is running out, it can at 
any moment be checked by shutting, or controlled more or lesa 
by opening, the by-pass valve. 

In connectii^ the piston-rods to the slide brackets, the nut 
S should not be screwed tight up, but should be left slightly 
slacked back. This allows a little play, and relieves the piston 
rods from strains. 

Fig. 64 represents the recoil press of a quick-firing gun, fitted 
with v&lve key and controlling ram. It is on the tension 
principle, T being the piston, and U the valve key. The piston 
rod is attached to the horn 6 on the gun, and the same rule as 
given above in connection with the piston-rod nuts of Vavaseeui 
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carriages applieB here. The recoU cy liiider X is generally made 
of fo^ed steel, and, to save space, is screwed into a bracket Y, 
forming part of the cradle. Y is the controlling ram, Z the 
small radial hole to admit the liquid into the cavity in the piston 
rod during recoil, W is the plug for adjuatit^ the action of the 
controUii^ ram, and jS is the bronze rii^ dovetailed into the 
ateel piston, to prevent, or rather to avoid, seizing between 
the piston and cylinder. 

The cleaning and loading of guns are also performed by 
hydraulic power, several systems having been devised for that 
purpose, particulars of which are given in detail in the book 
on Qunnery by Lloyd and Handcock. 

The hydraulic engine, which is the source of pressure, always 



Fig. eS. F[g. 61. 

consists of a pair of ei^nes, generally compound, arranged in 
tandem. An illustration and description are given on p^ 136. 

For land defences, hydraulic and hydro-pneumatic gun 
carrif^es have been constructed for raising and lowering guns, 
so that the loading is done at a low level under the protec- 
tion of a fortification, the gun being raised above the parapet 
to be fired. 

To work the turreta of a battleship no power is better than 
hydraulic to meet the essentials of rapid movement, together 
with a slow one of great ateadinesa. The system of engine 
adopted in the British service for this purpose has never varied 
except in detail. Three oscillating cylinders, each with a ram, 
drive cranks set at 120' with each other. The slide valves of 
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the cylinders are worked hj rods from an eccentric point in the 
trannionB. There is a roTersing valve to each cylinder, but 
all three reveraing valves are worked by one shaft, and this 
shaft is controlled by hydraulic cylinders, known as the 
"starting and reversing" cylinders. 



JET PEOPULSION. 



The application of the hydraulic jet to the propulsion ol 
vessels has been the subject of experiments of a more or less 
practical form, and of patents dating as far back as 1661. 
During recent years the system has been tested by the con- 
struction of several vessels which were propelled by hydraulic 
jets, with the result of producing much controversy amongst 
experts in naval matters. A paper by Mr Bamaby (read 
before the Institution of Civil Engineers in 1884) gives 
a description of an experiment in the construction for 
the Admiralty of a torpedo boat by Messrs Thomeycroft. 
This was fitted with a turbine propeller, and the design of 
this boat provided for utilising as much as possible the 
velocity of the feed-water. Just in front of the pumps the 
bottom of the vessel had a sudden jump upwards from the 
stem and towards the bow end. At this point the bottom 
is formed into a great scoop, which gently rises to the inlet 
oi the pump, which is placed at an angle to reduce the effect 
produced by the change of direction of the feed-water entering. 
The velocity of this entering water causes it to rise in the 
scoop, and the vanes of the pump are adjusted to pick up the 
water without shock, and gradually to accelerate it to the speed 
of dischai^e. The peripheral velocity of the pump is 66 feet 
per second. The energy acquired by the water is utilised by 
discharging it through nozzles to orifices in the vessel above 
sea-level. Tiieee nozzles are 9 inches in diameter, formed of 
copper pipes bent to a radius of 18 inches, and so pivoted 
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that either end can be presented to the discharge orifice in 
the aide o( the vesaeL The amount of water passed through 
the pumps in fifteen seconds is equal to the whole displaco- 
ment of the boat. The water is discharged at a velocity of 
37*25 feet per second (ahout 1 ton per second being discharged 
with a lift of 21} feet), the speed of the boat being 21'4 feet 
per second (or 12-65 knots per hour). Careful experiments 
were made by means of a thin plate l^^ inch gquare, attached 
to the end of a lever and placed in the jet, just where it 
left the nozzle. The pressure on this plate was recorded by 
a dynamometer attached to the other end of the lever, and 
the lever was arranged so as to enable the plate to be shifted 
about, and the pressure to be recorded over the whole jet 
The mean pressure was found to be nine-tenths of that in the 
centre. Professor Bankine's formula for the efficiency of the 
jet is as follows : — 



Efficiency of jet - 



+ -^ 



/ = -037* ; 

to = weight of water discharged in lbs. per second ; 

V = speed of vessel in feet per second ; 

t = slip or acceleration imparted by the propelling apparatus ; 

g = 32'2 feet per second. 

When the enei^ of the feed water is lost the waste per 

second may be expressed by / -3- ; / being a multiplier 

*? 
whose value may range from an insensibly small fraction to 
unity, according to the suddenness with which the velocity of 
the feed is checked. 

The efficiency of the jet was found to be '71, and of the 
pump '46. The efficiency of the jet and pump combined was 
'33, this being the useful work of the jet divided by the efiec- 
tive h.-p. The total efficiency was '25, this being the useful 
work in the jet divided by the indicated h.-p. 
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■ A compariBon of the efficiency of a jet propeller with a screw 
propeller was made by Mr Bamaby as follows ; — 

Screw Boat Efficiencies i—EngiDe, '77; screw propeller, -66; 
total, -li. 

Hydraulio Boat EtBciencieB : — ^Dgine, '77; jet propeller, -71; 
pump, -16 ; total, -261. 

Hie principle of hydraulic propulsion has been applied to 
lifeboats, and Mr Bamaby described one in the Proceedings of 
the Institution of CivU E-ngineers in 1897. The chief reasons 
for adopting hydraulic propulsion were that, while a paddle or 
acrew would be much exposed to injury from floating wreckage, 
or from striking the bottom, an internal propeller would be in 
a poflition of great security, and the inlet to the pump, being 
placed amidships, is always immersed however much the boat 
may pitch. The lifeboat described by Mr Bamaby was bidlt 
by Messrs Thomeycroft, of Chiswick, for use at the Hook of 
Holland. The hull was of galvanised mild steel An engine 
■actuates a crank on a shaft which works a turbine 2 feet 
6 inches in diameter (made of gun-metal). The inlet pipe to it 
is of steel and the discharge pipes ai-e. of copper. The jets are 
•Goutrolled by handles on deck, and can be directed either ahead 
or astern, so that the vessel can be managed by the jets 
Although it has a rudder (which can be triced up with buckles 
provided for the purpose) and steering gear. At a speed of 
d knots about a ton of water per second was discharged by 
the jets. 



HYDRAULIC JET FOE PILE SINKING. 

Mr De Biu^h gives an interesting account of the use of the 
hydraulic jet for pile sinking in the Proceedings of the Institu- 
tion of CivU Engineer's, 1902, in connection with the construc- 
tion of bridges in New South Wales. The operation of sinking 
was performed by forcing water throi^h orifices cast in a shoe 
placed at the bottom of the pile into the strata through which 
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the pile was to be sunk. Experiments were made to det«nuiae 
the beat positions for the orifices, and it was found that a: 
central orifice of 2 inches in diameter, and 4 orifices of 1- 
inch diameter, placed round, and a few inches from, the central 
orifice, provided the most effective arrangement in sand and 
soft clay. The water jet was supplied by a pump on the 
surface, capable of delivering 250 gallons of water per minute, 
at a presBura of 160 lbs. per square inch. The water was 
pumped into the pile itself, no internal pipe being used. 
Although the pump was capable of working up to a pressure 
of 160 lbs. per square inch, this pressure was not required, 
and, in fact, the piimpii^ plant could he dispensed with where 
a large supply of water could be obtained at a much lower 
pressure. When sinking through sand the water pressure was 
only about 5 to 7 lbs. per square inch, but when clay was met 
with the pressure rose to upwards of 50 lbs. per square inch. 
An air lock was provided for the purpose of removing drift- 
timber, etc., which m^ht be encountered in sinkii^ the piles, 
Uie compressed air for which was supplied from an air com- 
pressor in the usual way. When the air lock was being applied 
a man descended and cut a passage for the piles, the sinking of 
which was continued by the water jet. 

The principle of the jet is utilised for the distribution of 
sewage effluents, or impure fluids, over the surface of beda 
composed of gravel, broken stone, clinker, or other material, 
through which the fluid trickles at a definite rate. Air remain- 
ing in the interstices of the material constituting the filter bed, 
the organic or other impurities in the fluid, are acted upon by 
aerobic bacteria, and purified. One arrangement is called th& 
" Candy Sprinkler," which is shown by Plate 63. The fluid to 
be distributed over the bed enters by the feed pipe A, through 
ports F*, passes into the revolving cylinder B, to the perforated 
arms E (the perforations being on one side only), and dischai^» 
from them in jets, causing the arms and cylinder to revolve, 
and the fluid to be sprinkled over the surface beneath. The 
arms E come into action at once, but the arms B receive the- 
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fluid when it rises to the level of, and flows over, the cobo- 
pensating sill C. As will be seen, the arms are supported by 
suspension rods K, attached to a head-piece G (connected by 
suspension rods J to the cylinder B), which rerolves on a steel 
pivot H, round the supporting column F. The whole rests- 
on a base plate D having a groove for a ball-bearing sealed 
with mercury. 

The author has designed an apparatus to automatically 
regulate the discharge of fluida to these sprinklers by utilising 
the Sow to turn a small undershot wheel which works an 
arrangement of gearing connected with a revolving dish, in 
the bottom of which are outlets that come into operation at 
definite periods durii^ which the fluid has a free disehai^ 
through them. 



GEEATHEAD'S INJECTOR HYDEANTS. 

Mr Greathead perfected an appliance by which a jet of 
water from a high-pressure main is passed into a stream of 
water from a low-pressure main, which causes the stream of 
low-pressure water to he carried to a greatly increased height 
If the lines of motion of the two currents were identically the 
same, so that no loss was sustained from eddies, the force com- 
municated to the mass of water at the low velocity would 
represent exactly that which the high-pressure water had lost. 

Plate 54 shows one of the Greathead "Injector Hydrants" 
as applied at the Eoyal Albert Docks, London. 

Many experiments have been made to ascertain the quantity 
of high-pressure water that would be required to produce jet« 
of water at various low presBurcs. The following table is 
deduced from experiments with a low-pressure supply from 
10 to 20 lbs. per square inch, and with a high-pressure of 
700 lbs. per square inch. The quantity given in the table is 
for a jet of 150 gallons (delivered through a 1-inch nozzle) 
variously estimated to ascend to a height of from 75 'est to 
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^ feet, and requiring a pressure of 100 feet head at the back of 
the nozzle. The length of hose w taken at 200 feet of 2^-inch 
brigade hose, the resistance of which, for that discharge, is 
taken at 3 inches of head per foot of hose. 

Quantity of High-Pregture or Power Water required for Various 
Heads of Low-Preseura Supply to produce the jet deteribed. 
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Mr Greathcad advocated the application of these hydranta 
"by the public bodies for the extinction of fire. It is well 
known that the preseure in the mains is not, except in 
isolated cases, sufficient for giving powerfnl jets of water 
without the intervention of fire enginea He proposed 
that injector hydrants should be placed under the foot- 
ways, and be connected with the constantly charged mains 
of the wat«r companies, and with a high-pressure supply pipe 
deriving its water from accumulators and pumps driven by gas 
Or other engines placed at the fire brigade or police stations. 
Upon a hydrant being used, the nearest accumulator would fill 
and start the engine and pumps automatically in the ordinary 
way, and thus, in the case of a large fire, involving the use of a 
number of jets, several stationary engines would come into 
operation. The power would thus be available on the occur- 
rence of a fire exactly where and when it was required. 

Up to the present time the hydrants have only been adopted 
in London by private persons for the protection of themselves 
and their property, though in Hull the Corporation have put 
them down in parts of the city. 

Another application of the injector hydrant is for drainage 
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purposes. The iron tunnels, for instance, of the City and South. 
London £ailway were kept free from the condensed vapour 
which collected in the inverts of the tunnels in considerable 
t^uantities in certain conditions of the atmosphere. There th» 
hydrants derived their supply of h^h-pressure water from the 
hydraulic mains from which the lifts at the stations were 
worked, and which ran through the tunnela Their merits for 
this and similar purposes were that they occupy very little 
space and cannot get out of order, having no working parts. 
Those on the Cil7 and South London Bailway went into a space- 
of not more than 12 inches long and about 3 inches in diameter, 
and with a high-pressure nozzle of about ^inch gave a 
discharge of about 100 gallons per minute through a 2-inch' 
pipe to and up the nearest shaft into the street drains. 

The Hydraulic Engineering Company have a neat arrange- 
ment of hydraulic ejector which has been specially designed 
for draining basements and other low-lying floors of buildii^^ 
etc., into which water is constantly or occasionally leaking, and 
which cannot be drained in the ordinary way by gravity. 
When intended for draining a basement the apparatus is- 
preferably fixed -in a pit or aumph below the fioor, and into- 
which the water drains. The apparatus is designed to be 
operated by pressure water from the mains of the London 
Hydraulic Power Co. The starting and stopping are controlled, 
by a fioat which rises and falls with the level of the water in 
the sumph. As the higher level is approached, the apparatus- 
comes into action, ejects the water until the lower level is 
reached, when the action stops and the consumption of pressure- 
water ceases until the accumulation of fluid again brings it 
into action. 

Several of these have been fixed in warehouses where,, 
previously, personal attention was required more or less every 
day, and, in cases of heavy rains, on Sundays also. No personal 
attention is now needed beyond an occasional inspection at. 
intervals of a few weeks. 
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BALL'S PUMP DREDGER. 

A system of dredging l^ pumping has been employed with 
fluccess at various places. Sand and grave] passing through 
ordinary pumps destroy them rapidly and interfere with their 
working, so that the machinery is contanaally being stopped 
and under repairs, consequently dredging hy pumping could 
previously only be employed in dealing with light mud and 
fine sand. 

The Ball pumps are of a design distinct from that of ordinary 
centrifugal pumps, the aim being to allow big stones to pass 
without damping the pump. Special materials and arrange- 
ments are employed in their constnictiou to prevent the 
destructive wear which arises when rapidly revolving ports 
runnii^ gainst fixed parts are fed with masses of material 
containing sharp grit. 

Plate 55 shows a general arrangement of a Ball auction 
dredger as is used for river and harbour work. A is a pump 
driven by an ordinary semi-portahle engine B, and running 
at about 500 to 600 revolutions per minuta C is the suction 
pipe with a nozzle at the end, which is sometimes filled with 
a grating to limit the size of the stones that are to pass. The 
suction pipe is raised or lowered by means of a chain which 
is worked from a davit D. E is the delivery pipe through 
which the spoil is conveyed to the point of discharge. This 
can be carried by timber floats or by other suitable means. 
F is the winch which is used for hauling the vessel about 
whUe the dredger is at work. 

The pumps receive the material by the centre, and it is 
brought into the shell of the pump by a duct in the casting 
which describes a spiral; so that when the stones and gravel 
-enter the pump, tbeir motion, which was parallel to the shaft, 
has been transformed into a rotary one, so that the material 
is already running in the same direction as the blades of the 
inner fan, the result being that its motion is gradually 
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accelerated by the fan blades, and it therefore issues tsngen- 
tially from the pump. The height to which the material will 
asceod varies with the nature of what is dredged. The lai^ 
stones do not give the most trouble, the thick clayey gravels 
being the meet difficult to deal with. 

Where weeds have to be pumped, a movable valve in a Y 
piece or breech is employed, by which the material is sucked 
alternately through one arm and the other, each being supplied 
with a suction pipe and nozzle. As soon as one nozzle gets 
choked the suction ie diverted to the other, and the choked one 
is lifted to the surface and the weeds are removed by an iron 
claw. Another means of removing material is by employing 
the ptmips to deliver a h^h-pressure jet into the suction pipe 
of the dredger, by which an ascending motion of the mixture 
is caused, and thereby a vacuum is produced at the end of the 
suction pipe resting on the soil. By this, the material to be 
dredged is sucked into the dredging pipe and is forced up into 
the delivery pipe without ever passing through the machinery. 
This system has been used abroad with good results. 

Mr Langley, the (then) Chief Engineer of the G-reat Eastern 
Railway, described in a paper that was read before the 
Institution of Mechanical Engineers in 1882 the employment 
of one of the Ball dredgers (with a 12-inch suction) which was 
used at Lowestoft. The amount of material dre<^ed averaged 
200 tons of Band and shingle per hour, and this was raised 
from 7 to 25 feet high. At Angers, on the river Maine, near 
its confluence with the Loire, in France, a dredger, with a 
suction pipe 11 inches in diameter, was used by Mr A. Pellerin 
to remove sand, which was effected at the rate of 106 tons per 
hour. The same contractor used a 9-inch dredger at Poole, 
in Dorsetshire, and moved SCO tons of fine sand per day from 
a depth of 9 to 12 feet, the material having to be deposited at 
a distance of five miles. 

As the delivery pipe can be carried distances (by buoying 
or floating it, as already stated), it follows that this system 
of pump-dredging enables large amoonte of material to be 



Digilizcd by Google 



176 HYDRAULIC POWER AND HYDRAULIC MACHINEBY. 

dislodged and deposited elaewhere without being brought oa 
board, or even aeen, in a very economical manner compared 
with the older methods of dredging. 

The amount delivered hy a Ball pump varies with the 
nature of the material dredged. The more it approximates 
to sea-sand and beach the better the results; the neater it 
resembles da;' marl, or concreted gravels, the less are the 
quantities that can be moved. 

The Metropolitan Dredgii^ Company of New York have 
recently constructed two hydraulic suction hopper dredges for 
improving the East Chiumel. These are an improvement on 
the " Brancker " and " Crow " drears used on the Mersey. The 
New Tork dredgers are of 7000 tons displacement, 300 feet 
long, 52 feet 6 inches beam, 25 feet depth, and have a 
hopper capacity of 2800 cubic yards of material, and a speed of 
10 knots an hour. The dredging machinery is placed forward, 
and consists of a 48-inch centrifi^al pump with one central 
suction pipe and two discharge pipes — one to either side — 
worked by two horizontal tandem compound condensing 
engines capable of lifting 7o,000 gallons a minute from a 
depth of 40 feet. 



HYDRAULIC PILE DRIVER. 

In the construction of the Alexandra Docks, Hull, Messrs 
Lucas & Aird employed a hydraulic hoisting machine for tlie 
purpose of driving piles. The machine thus utilised consisted 
of an ordinary grain hoist with the working chain-drum 
removed. The monkey chain was worked direct from a ram 
7| inches diameter and 3-feet stroke. A recessed chain sheave, 
with grip gear fitted to it, acted as a brake, and prevented 
the chain which leads to the monkey from slackening. 
Intermediate sheaves guided the chain from the ram to the 
monkey. Another sheave took the chain (after it had passed 
over the ordinary ram sheave), and to the shaft of it a brake 
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wlteel was keyed, which was used to prevent the chain from 
sJackeniug out in the direction ot the balance weight. The 
monkey chain was led over the top of the pile engine in the 
usual manner. 

Were it only required to work the monkey at a stated 
height, the brake appliances and the balance weight would be 
unneceaaary, as the ram would do this with the end of the 
chain made fast as usual. Where, however, the height at 
which the monkey had to be worked varied through the level 
of the ground from 40 feet to 46 feet, it could not be done 
without Bome such arrangement for shorteoing up, or letting 
out, the chain. This waa also required for lifting the pile 
from the ground for fixing. 

Knuckle-jointed pipes connected the machine with the 
hydraulic main, and could be doubled up or extended, as the 
machine moved in either direction. 

The action of the machine will perhaps be beat shown by 
describing the lifting of a pile. The chain is attached to one 
end of a pile on the ground. The brake is applied to prevent 
any movement at thia end of the chain. The ram is set in 
motion, and having a 3-feet stroke, with multiplying power 
4 to 1, its pulHea lift the pile about 12 feet. The grip gear is 
then applied to prevent the pile from lowering, as the ram 
recedes. The brake is then loosened, and the ram is allowed 
to recede, the slack chain being taken up by the balance 
weight which lowers. When the ram is fully back, the brake 
is again applied, and the pressure is turned on the ram. l^e 
grip gear is loosened, and another similar lift is taken with 
the pila In driving the pile, the monkey is lifted to the 
required height in a similar manner to that described. The 
brake is then applied, and is kept constantly on, until it is 
deeired to work the monkey at a lesser height. The ram then 
works the monkey at whatever stroke is required. When the 
monkey has to be lowered (as the pile is being driven), the 
grip gear is applied when the ram is back, the brake is 
loosened, and the ram being set in motion, lifts the balance 
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weight, taking the chain from this end. AVlien a sufficienfe 
quantity of chain is obtained, the brake ia again applied and 
the grip gear loosened. Then an the ram recedes the monkey 
is lowered. 

This machine was found to work very smoothly, and it 
fully answered the purpose for which it was employed. It 
gave fourteen blows per minute through an 8-feet drop, with 
a monkey weighing 1 ton. This rate of working compared 
favourably with other pile drivere which were at work at 
these docks, as the maximum number of blows per minute 
with a similar drop was only eleven. 



HYDRAULIC PILE SCBEWING APPARATUS. 

An ingenious application of hydraulic power is that of a 
hydraulic pile screwing apparatus which has been patented by 
Mesars Wrightson ik Clark, and is illustrated by Plate 56. It 
pOBsesses many advantages over the ordinary capstan. 

The frame of this machine conmsts of two wrought-iron 
plates marked A, between which ie inserted a cast-steel ratchet 
wheel B, about 2 feet 7^ inches diameter, over^the teeth, and 
having 32 teeth in its circumference. A boss C, cast on each 
side of the ratchet wheel, passes through steel angle rings D, 
secured to each side of the wrought-iron frame, and in which 
the ratchet wheel revolves. The boss C of the ratchet is cored 
out to suit either piles of s^mental iron, or to receive the 
driver, which may be bolted to the top of the piles, when they 
are of lai^ size and varying sections. At each side of the 
frame, and at opposite ends, are two hydraulic cylinders E, with 
trunk pistons F, which latter are connected to the ratchet 
and the frame Cr, in whidl the ratchet works, by a cast-steel 
knuckle-jointed connecting rod H, The stroke of the piston is 
a little more than 2 pitches of the teeth in the ratchet wheel, 
and therefore requires about sixteen strokes to make a revolu- 



Digilizcd by Google 



WDCHTMII * CLARKE HYeHAUUC SCKEWiHO AP>>ik!likTll3. 



!l 



\i 



SeaU, ft'j- I Tut 



Digilizcd by Google 






DiBiiizcdb, Google 



HYDRAULIC PILE SCREWING APPARATUS. I 79- 

tion of the pile. The ratchet wheel is prevented from slipping 
back on the return motion of the piston by a pawl J. At the 
extreme ends of the frame are inserted arms K, made of wood 
plated with iron, and at the ends of these levers are shackles to 
receive hooks of rope tackles, which are secured to something 
rigid near the apparatus, and which form the resistance to the 
hydraulic cylinders. The power is obtained from a set of 
hydraulic pumpa capable of working to 600 lbs. per square 
inch, and having four 4-inch diameter rams 6 inches stroke. 
In the framing for these pumps is a small tank to receive the 
return water from the machine and from which the rams take 
their supply. The pumps are driven by a belt from a portable 
engine placed in any convenient position. From the pumps 
the water is conveyed l^ the wrought-iron pressure pipe M 
to the working valve N, which regulates the supply and the- 
exhaust to and from the machine. The valve is actuated by 
the hand-lever 0. The pressure is conveyed to the back 
end of the hydraulic cylinders by an india-rubber hose pipe- 
Pi and by copper pipes Q, by which also the dischai^ 
water is carried back to the valve and pumps by the waste 
water pipe B connected to the waste tank. There is also a 
constant pressure connection S between the working valve 
and the front end of each cylinder, by which the pistons 
receive their power for the backward stroke. But few men 
are required to work this machine compared with the ordinary 
mode of screwing by capstan head and hand winches, and 
piles can be screwed in much less space. The power is regu- 
larly and uniformly applied, and consequently the pile is 
accurately driven without any tendency to drag the pile out 
of position, so that, except in the case of heavy piles, very 
little guiding is necessary. There is no fleeting over of ropes 
as is usual in the case of screwing by winches of the ordinary 
type, so that a much more continuous motion is given to the 
pile, which is important, especially when screwing in sand or 
silty ground, whilst its action is quicker than that of a capstan 
driven by ordinary steam winches. It is as easily applied 
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to battered as to plumb pileH, and when either of these are 
inclined to deviate from their true lioe they can quickly 
be thrown into any other poBition in order that they may 
be worked back again to their true place. 



HYDBAULIC EXCAVATOK. 

During tlie execution of the works at the Alexandra Dock, 
Hull, it occurred to Ht (now Sir) John Aird to excavate the 
material by utilising the water-pressure in the mains that 
vere laid for working the permanent hydraulic machinery 
of the dock. A machine to accomplish this was according]}' 
constructed as shown by Plate 57- The circumstances were 
favourable to the utilisation of hydraulic power, inasmuch as 
it was within easy reach of the machines to which it had 
to be applied. The " hydraulic navvies " (as they were 
called) were, however, at times working at a distance of 
half a mile from the source of the power; and as there were 
several cranes, hoists, and other machines which abstracted 
power at various intermediate points, it was considered that 
the effective pressure at the " navvies " was about 700 lbs, 
per square inch, although the accumulator pressure was 750. 

The machines are fitted with main rams £, 14 inches 
diameter and 4 feet 6 inches stroke. The chain for drawii^ 
one scoop through the excavation works over sheaves F, the 
mnltiplying power being 10 to 1. The chain at the scoop 
end is worked over sheaves G, twofold, thus giving a ratio 
of 5 to 1 in speed and stroke on the ram and bucket. The 
range generally required for the scoop was from 15 to 18 feet. 
In ordinary working about 3 feet 6 inches stroke was required 
on the ram. There are two smaller rams H (to slew the 
main jib) 4^ inches diameter and 4 feet 2 inches stroke, 
which are fixed horizontally on the top of the bottom 
framing. The chains from these are attached to opposite 
sides of the circular platform at the bottom of the jib. 
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The machines are moved backward and forward by means 
of a hydraulic cylinder J, 3^ inches diameter, fitted with 
a piston. The piston-rod is attached to a rocking lever K, 
about 2 feet 6 inches long, which is centred on the leading 
axle. This lever is fitted with two catches, reversed, which 
gear into a double reversed toothed ratchet-wheel M, on the 
same axle L. The cylinder is arranged so that the pressure 
can be applied to either side of the piston ; therefore, by 
putting either one or other of the catches into gear, the 
machine is moved backward or forward. The stroke of the 
piston is 10 inches, and the ratchet gearing is so arranged 
that the machines travel about 4 inches each stroke. 

The machine being set to work in a cutting (say) from 
15 to 18 feet deep, the scoop is drawn up by the main ram 
through the " face " of the excavation, taking a cut from 
4 inches to 6 inches thick, which is just sufficient to fill it 
by the time it reaches the top. The jib is then slewed round 
(by the 4J-inch horizontal rams), when the scoop is broi^ht 
directly over the wf^ns on either side. The catch which 
holds the door at the bottom of the scoop is then freed, and 
the load is dischai^d into the wagon. The jib is then 
slewed the reverse way, and the scoop is lowered, by ex- 
hausting the water in the main cylinder. The scoop we^s 
about 25 cwt., and heis a capacity of 1^ cubic yards, making 
a total dead load of about 3^ tons, independent of the 
resistance due to the scoop cutting through the material. 

The hydrauUc pipes close to the machine were in 9-feet 
lengths, fitted with knuckle joints, which admitted of their 
being so connected to the main pipes that they could be 
doubled up at starting, and could be extended as the machine 
advanced tor a distance of about 18 feet, before additional 
pipes were required for the main. When this distance had 
been reached, the knuckle-jointed lengths were again brought 
forward and doubled up. 

The greatest quantity of material that one of these machines 
excavated in a day was about 750 cubic yards. The circum- 
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stances, however, under which they were worked were far 
from favourable, aa the material was of a soft dim; nature, 
and caused difficulty and loss of time in keeping the machinee 
in a level position. Under more favouraUe circumstances, 
these machines were considered to be capable of excavating 
1000 cube yanls per day each. 

It waa found that the " hydraulic navvy " had an ad- 
vantage over the " steam navvy " owing to there being 
fewer wearing parts. The action of the working parts was 
also much smoother, by which the vibration was reduced, 
and fewer repairs were necessary. A saving resulted, not 
only in the cost of repairs, but also in the time for doing 
them. 



SCHONHEYDEE'S PRESSUKE REGULATOR. 

In connection with pumping machinery generally, but more 
especially with that of the rotative class, it is necessary to 
provide an equalising vessel, the function of which is to receive 
the excess of water delivered by the pump (above the mean 
flow) at certain periods of a revolution, and to supply to the 
main at other periods the deficiency (below the mean flow), 
80 as to ensure a nearly uniform speed of water in the pump- 
ing main. Pumps of the " Duplex " and the " Three Throw " 
type have a fairly uniform rate of delivery, but when forcing 
into long mains it is usually considered necessary to provide 
even these with air-vesselB. When, however, tlie pressures are 
very high, these cannot be used, as the air becomes absorbed 
by the water, and loaded plungers, springs, etc, have been em- 
ployed as substitutes, but they are all deficient in power of 
r^ulating themselves according to the varying pressures in the 
main. The automatic pressure regulator of Mr W. Schonheyder 
is designed to meet this, and an illustration is given on Plate 58. 
A is the pumping main through which the water Sows from 
the pumping engine. B is a phmger, working freely through 
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a leather or other packing. C is a pluoger or piston con- 
nected to B, and working freely, but steam-tight, in the 
cylinder D. E-is the steam admiseion passage, and F the 
drun which is furnished with a suitable regulating valve 
(not shown). G is a elide valve working in casing H, and in 
cKinnection with these are the ports and passa^^ The valve 
G can be moved up or down by a rod and lever from the 
stops I and K, secured to one of tlie side rods. Steam is 
supplied to casing H ; the drain is kept slightly open for 
discharge of condensed steam, and the working of the apparatus 
is as follows : — When the flow of water from the pump is 
below the mean, the plunger B will (by the action of the 
steam in cylinder D) be pressed inwards to supply the de- 
6clency, and when the Sow is in excess it will be forced out- 
wards, slightly compressing the steam in B. Should th3 steam 
pressure in D be insufficient to balance the water pressure, 
the plunger B will be gradually forced out at each movement 
until the stop I comes in contact with the lever, thus forcing 
down the valve G and admitting more steam to the cylinder. 
Conversely, when the steam pressure in D is too high, B will 
be forced inwards, and the stop E will cause the valve G to 
be raised a little, thereby exhausting some of the surplus 
Bteam. It will be seen that the regulator is self-acting, and 
it has the further advant^ over the ordinary air-vessel that 
it does not require to be " charged " ; for, from the moment 
that steam has been turned on to it, it is ready for work, and 
commences its regulating action directly the pump begins 
working. Air or other convenient elastic fluid may be used 
in place of steam. This r^ulator has been applied with 
euccees to several pumping installations. In one case two 
horizontal rotative pumping-eugines delivered water through 
27 miles of 4-inch main, under a total head of nearly 1000 
lbs. per square inch. 
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DEACON'S DIFFERENTIATING WASTE-WATER 
METER 

This instrument measurea the flow of water through a pipe 
and detects and localises leakage graphically. If a straight 
line represents no flow in a pipe, any leakage at a time when 
there ought to he no Sow can be represented by s line parallel 
to this, and the flow at periods of demand at all times admits 
of being recorded graphically by a diagram having abscisase 
for periods of time, and ordinates for flow in gallons per 
hour. 

The instrument designed by Mr Deacon to accomplish this 
object is shown by fig. 66. It consists of a truncated hollow 
cone A A, within which is a disc B, fitting the lower and 
smaller end of the cone, guided vertically, and loaded to 
counterbalance the pressure upon its under surface in excess 
of that upon its upper surface, due to the flow of water 
upwards between it and the sides of the cone. The disc 
is pressed upwards by the water rising below it, until this 
difference of pressure is exactly equal to the counterbalance. 
The counterbalance being constant, the difference of pressures 
(or loss of head) must he constant also. It follows from this 
that the annular orifice between the movable disc and the 
fixed cone ia approximately proportional to the velocity in 
the pipe, and to the volume flowing past the disc The orifice 
being proportional also to the height of the disc above its 
lowest or zero position, the volume of flow is approximately 
proportional to that height. 

When no water passes, the fact is recorded upon the diagram 
C, by a pencil carried by a wire attached to the disc, and when 
a flow occurs the pencil rises, the height to which it rises being 
approximately proportional at each instant to the volume pass- 
ing at that instant. 

The diagram is caused to revolve by clockwork at D, and is 
so ruled horizontally that the heights are exactly proportional 
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to the volumes. The actual volumee tor each position of the 
disc in each class of meter have been very accurately ascei^ 
tained by quantitative measurement. 

Meters cau be placed upon a system of water mains so 



ng.«S. 

that each commands a certain district. The height of 
the uniform horizontal line in each meter shows the 
waste. An Inspector visits the dietrict where this leakage 
existe, at night. He listens at the stop-cocks in rotation 
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with a rod, used like a stethoscope. By partially closing 
the stop-cock, so as to cootiact the area oF the oriSce, he 
€aa increase the sound. He closes those stop-cocks at which 
a sound is heard, and notes the poedtion and time. The 
meter records simultaneously the time of each closing ; and 
by the difTerence between the volume before and aft«r each 
closing, it also records the leakage that has been prevented 
by that closing. 

Another use of the meter, termed a disc gauge, is for the 
purpose of measuring the flow in large mains. One such is 
fixed near Oswestry on a 39-inch main of the Vymwy aque- 
duct for the supply of Liverpool This instrument has proved 
useful, not only for the purpose of measuring the flow of water, 
but also as a means of checking the walksmen along the line 
of aqueduct, in connection with the opening and closing of 
the stop-valves. 



IMPERIAL POSITIVE WATER METER. 

Mr Schonheyder has devised a meter (made by Messrs 
Beck & Co.) which deserves mention, as it is capable of 
measuring very small flows, and is simple in construction and 
in working. Fig. 66 shows the arrangement of the meter 
with the cover removed, 

Figa 67 and 68 show sectional views of the meter. 

The lower portion A contains the three cylinders B, and 
the valve-seating C, with its three ports and passages D, 
communicating with the bottom of the cylinders. There is a 
discharge port and passf^ E, and inlet and outlet connections 
F and G, also the strainer H. I is the cover, with the rib K 
for holding down the strainer. An unequal spacing of tiie 
bolt-holes prevents the cover from being wrongly fixed to 
the lower portion. L is the valve with its three arms, in 
tiie ends of which are cup-shaped bushes M, for receiving the 
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Bpberically-shaped heads of the piston-rods N, and to these 
are secured the pistons, composed of upper and lower piston- 
plates 0, nuts and flexible piston cups P. The water entering 
the meter (as shown by the arrows) passes up throi^h the 



strainer into the upper portion of the casing, and presses 
-equally downwards on all the three pistons, and also on the 
valve. According to the position of the valve the lower end 
of each cylinder in succession is communicating with the 
-outlet passage E, and its piston is therefore forced down by 
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the superior pressure above, thus dischai^ing the contents of 
the cylinder. At the same time one (or both) of the other 
cylindera is having its piston raised, whereby water is admitted 
through the paes^es, and the lower part is filled. Thus each 
lower end of the three cylindera B is in due course filled and 
emptied, one or two pistons always supplying the active force, 
BO that there is no dead point. 
The length of the stroke is regulated by the flanged pro- 



Fig. 67. 

jection Q on the valve L, coining into rolling contact with a 
similar flanged E on the valve seating C. A slight skew of 
the ports causes the pistons to endeavour to take a longer 
stroke than they should, the roller paths restricting this 
tendency. The teeth in the valve and the notches in the 
valve-seating prevent the valve from turning round on its 
own axis. The valve-pin S engages the crank of the crank- 
apindle T, which communicates motion to the clockwork in 



Digilizcd by Google 



KENTS STANDARD WATER MBTER. 189 

the OBual maDner. U ia tlie bush in the cover. V is the 
counter-plate supporting the laj-shart with its worms aod 




Fig. 68. 

whoela W is the dial-box protecting the clockwork, and T 
is the counter. 



KENT'S STANDARD WATER METER. 

In meaeuring small flows of water, some forms of meter 
cannot be relied on. A recent positive meter by Mr Kent 
(called the " Standard ") deserves notice, as the construction of 
it appears to meet the conditions upon which continuity of 
recording variable flows depends. Plate 59 gives details of 
the construction of this meter, which consists mainly of three 
parts, namely, the top, the body, and the port-block and 
n^tering gear contained between the top and body 

It is a two-cylinder meter, but each cylinder ia divided 
into an upper and a lower portion shown as It and Ih and 
2t and 2b respectively. The passages leading to the top and 
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bottom of these cylindeta are contained in the main casting, 
and connect respectively to the top and bottom faces of the 
port-block (3), and are controlled by means of the valve (4), 
which moves in sn eccentric path on the face of the port- 
block. 

The inlet passage (5) leads into the upper portion of the 
body, to the whole of which it has free acocBs. The circular 
outlet paaeage (6) connects with the boss on the under side 
of tlie port-block, communicating with the annular outlet 
port (6«)- 

A crank-shaft or spindle passes through the centre of the 
port-block, and carries at either end a crank at right angles 
one to the other. These cranks are fitted with crank-pins 
which work respectively in links (10), forming part of the 
frames (9), connecting the pistons belougii^ to the top and 
bottom portions of each cylinder. 

On No. 1 side the spindle is provided with an eccentric 
(4a) on which is placed the annular valve (4) which is 
actuated thereby. The spindle also carries the worm (7) 
which drives the counter-gearing. 

The dial portion of the counter is placed in the counter box 
(8), The circular valve may be described as an annular " D " 
valve— that is, it is provided with an annular recess on the 
under side, the function of which is to put into communication 
one of the four half-moon parts which connect with the passages 
leading to the top and bottom of each cylinder, and the annular 
exhaust port (6a). At the same time as it does this, the opposite 
port, which communicates with the other end of the same 
cylinder, is fully open to the inlet pressure as shown on the 
sectional elevation of the valve movement and the eectioQ 
through port block and valve. As the crank-shaft is rotated by 
the movement of the pistons, the valve travels in an eccentric 
path, placing in turn each of the half-moon ports in communica- 
tion with the proper end of the cylinder which it controls. It 
will be seen that as one port commences to close, the next one 
mmultaneously commences to open, and that the ports are each 
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half-way open at the half stroke. There is therefore no poseibility 
of a " dead point." 

The spindles and pins are all provided with bushes of a special! 
form of Tulcanito. These hushes may either rotate in their seats- 
or the spindle may rotate in them. A distribution of wear is- 
thus ensured, which prevents any part getting out of align- 
ment, even if the meter should be in constant and heavy 
work. 

There are no glands in the meter, the pistons and valves beii^ 
the only working faces, which result in the meter retaining its 
accuracy. A nimiber of ^-inch meters have been submitted to 
running tests under a variety of conditions with a view to- 
demonstrate this point, and though they have passed from 
500,000 to 1,400,000 gallons respectively, they have remained, 
accurate. 

The essential feature of the meter is that upon breaking the- 
one joint between the top and bottom of the body the whole of 
the working parts come freely away ; and as all these are inter- 
changeable, they can be replaced by others in a few minutes- 
without disturbing the service connections. 

Now that meters are available which can be relied on to 
measure the merest dribble, as well as considerable volumes, it 
is a question whether the supply to houses will not in the course 
of time be chained for by meter instead of by rateable value. 
It has already been done to some extent, Great Malvern being 
a place where metering the supply has been adopted, partly 
because so many housee were used as private hotels and hydro- 
pathic eetablishmentB. It would be only just to private residents, 
who used the water only for domestic purposes, to charge for it 
on the actual consumption, aud not on the rateable valua It' 
will be seen, therefore, that the object sought to be obtained 
was not primarily to increase the revenue, but to deal with 
the ratepayers on an equitable basis and to effect a general 
economy. 
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THE VENTUKI METER. 

^6 depression Id the hydraulic gradient that is caused by 
A contraction of a pipe in which liquids are flowing has beeu 
referred to in dealit^ with the principles which govern the flow 
«f water through pipes. Yenturi, in 1791, first observed this, 
and published information on this interesting discovery in 1797. 
A practical application of it has been made by Mr Clemens 
Herschel, who has devised what is termed a Venturi meter, by 
-which the relation between the velocitiea and pressures of fluids 
when flowing through converging and diverging conduits are 
recorded This meter is of great practical use, as it enables the 
flow of fluids to be recorded in connection with works of water- 
supply, irrigation, abstraction of water from rivers, compensation 
water to stream, and many other purposes where it is necessary 
to ascertain what volumes of fluid are passing through conduits at 
all times and under all conditions. This can be effected without 
requiring the introduction of apparatus in contact with the 
flowing fluid, and without offering any obstruction or interference 
with the line of flow. F^. 69 shows a Venturi meter from a 
-drawing furnished by Mr George Kent, the London maker. 

The tube forms a part of the ordinary pipe line, and only 
difiers from it in that it presents for a short distance a truncated 
reducing cone, coupled by a throat-piece to a similar expanding 
cone. Hiere is therefore (as before stated) no moving part 
whatever in contact with the flowing water, and any interruption 
of the supply from such a cause is impossible. Ihe relation of 
the area of the throat to that of the main in which the tube is 
inserted is entirely governed by the requirements of the water 
engineer as to maximum and minimum registrations, the propor- 
tionate area of the throat being increased when the maximum 
and mimimum of desired registration are high, and being 
decreased when they are low. 

The Venturi meter is used on the Coolgardie pipe line in 
AVestern A ustralia. This line is 33S miles long. It is constructed 
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ID eight BectiouB, and od each eectioii 

is placed a Venturi meter to check 
Uie work of the pumps and the 
int^rity of the main. 

The two lai^est meters in England 
are those attached to the 94|-in. 
mains connecting the pumping 
engines with the reservoirs at 
Staines on the Thames. These 
meters are capahle of dealing with 
a quantity of 150,000,000 gallons 
per twenty-tour hours, though this 
is more than they will be called 
upon to do. In connection with 
the Staines i-eservoirs it may be 
mentioned that there exists a very 
complete system ot measurement in 
these works by which the water is 
measured at the intake from the 
river. It is measured on its way 
down the conduits to the pumping 
engines, from the pumping engines 
into the reservoirs, and on leaving 
the reservoirs into the distributing 
conduit ; and again, as it is divided 
between the three companies inter- 
ested, the quantity flowing into the 
system of each company is recorded. 
Ail these results are given diagram- ^_ 
matically to show the rate of flow, 
and by counter to show the total 
quantity passed^ and they are con- < 
veyed electrically to the engine- ,5 
house in order that the engineer in |^ 
charge may have a complete know- ■"' 
ledge of what is occurring over the 
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whole system, the distributiDg basin being some eight miles 
from the iDtaik^ 

In addition to the above results, the levels of the water 
in the river Tharaes, in the conduit, and in the reservoirs, 
are also recocded and electrically transmitted to the engine- 
hoiie& 



THE RECOEDEK. 



This is shown hy fig. 70, and consists of two parts: first, of 
the mercurial "V tube shown in the dit^ram between the 
up-stream part of the tube and the recorder. This being 
connected with the up-stream and throat (at T on the tube) 
brings in the elements of " Venturi " head ; and secondly, 
of the clockwork and gear controlled thereby, which 
supplies the element of time. The connection between 
pressure and time is establifihed by means of floats resting 
on the mercury in the U tube of the recorder. The 
registering instrument may be fixed anywhere within 1000 
feet ; or if desired, the r^istratioD can be conveyed electrically 
to any distance. 

The Venturi meter and the recorder are shown connected 
in fig. 70. The different pressures existing at the up-stream 
end, and at the throat of the meter tube, are transmitted l^ 
small pipes T TJ to the recorder, where they oppose one 
another, and are balanced by displacement of level of two 
columns of mercury in the cylindrical tubes, one within the 
other. The inner mercury column carries a fioat J T, the 
position of which is dependent on, and (aa previously ex- 
plained) is an indication of, the velocity of water flowing 
through the tube. The position assumed by an idler wheel 
H carried by the float, relative to an intermittently revolvii^ 
int^ating drum I, determines the duration of contact of 
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gears G and F connectiDg the drum and the counter, hj which 
the flow for Bucces&ive intervals is registered. 





Fig. 70. 

The latest meter tube that haa yet been made is 9 feet 
in diameter, with maximum capacity of 200,000,000 gallons 
in twenty-four hours. 
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HyDEAtlLIC POWER APPLIED TO RAILWAY 
POINTS. 

The working aod locking of railway points and signals by 
hydraulic power, instead of by rigid tods and wires, has been 
in succeaaful operation tor years, and those of Messrs Saxby 
and Farmer deserve to be referred to. The fluid (a mixture of 
water and glycerine in cold climates) is conveyed by means 
of small pipes laid underground to double pistons &xed near 
the points, or to small single pistons attached to the s^nal- 
posts, the necessary power being generated by a pump worked 
by hand, steam, electricity, oil, or gas, as circumstances render 
necessary or convenient. The power so generated is stored 
up in an accumulator ready for usa By this system the 
working of points, however distant they may be from the 
station or cabin, is accomplished without any physical effort 
on the part of the signalman, as the little levers used for 
turning on the pressure can be easily moved. 

Whilst points are moved to and fro with the greatest facility, 
means should be provided for securing them firmly, in position 
before a train is allowed to pass over them, and for assuring 
the operator that such closing and locking of the points has 
been perfectly accomplished ; and this very important object is 
attained by the hydraulic system in the most perfect manner. 
Each set of points is moved to and fro by means of two- 
pistons, which are put in alternate communication with fluid 
under pressure, and with a discharge reservoir. When the 
fluid has moved the points by means of the pistons, it is 
allowed, by the opening of a valve worked by the point lock 
attached to the points, to pass back to the signal cabin, and 
by means of a small plunger fixed to the lever-locking frame,. 
to release the signal lever, which can then be moved, and 
the signal worked to permit a train to advance over the 
points. 

The movement of the point lever turns on the fluid under 
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pressure to the points, imlooke them, moves, and then locks 
them in their altered position ; and, after this is accomplished, 
the fluid returns to the cabin and releases the levers, which 
can then be pulled for the purpose of working the proper 
Eogaal. 



HYDEOMETEK WITH PARACHUTES. 

The low efficiency of waterwheels when the velocity of a 
stream and the fall are but small, has led to the substitution 
of an endless chain ladder with paddles to utilise the power 
of a stream under those conditions over a lai^r distance. 
Such an arrangement was tried on the Seine in 1865 by 
M. Roman, who arranged two endless chains to turn round 
drums supported by floating barges. To the links of these 
chains a series of 70 paddles were connected, each being 
16^ feet long and 2 feet wide, placed 5 feet apart, this spacii^ 
giving a pressure on the i-ear paddles of three-fourths of the 
pressure that there was on the leading ones. The velodty of 
the Seine was 1| feet per second, which gave an efficiency of 
the apparatus of 60 per cent, during the trial. A higher 
efficiency would be given when the velocity is increased. 

Mr Yagn devised a parachute hydrometer on a similar 
principle, and this was described in £« Gdnie Civil in 1884. 
Two endless hemp cables turn round a wooden drum supported 
between two barges. A series of parachutes of sailcloth are 
placed on the cables at intervals apart of double their diameter. 
These parachutes open when going with the stream, being 
prevented from turning inside out by six small cords encircling 
them and attached to the cable ; and they close on their return. 
The open parachutes, taking a slightly diveiging course on 
leaving the drum, turn round pulleys at the end of their 
journeys, which are fixed in frames and kept in place by a 
float and weighte. Deep grooves are formed for the pulleys 
by curved metal rods, so as to reduce the friction and the wear 
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of the parachutes. Experimenta on the Neva at St Petersbu^ 
showed that the closed parachutes lolled easily round, and that 
their resistance in returning was only about 1 per cent, of the 
power obtained in their descent. The teneion of the cables is 
maintained by attaching a short cable to the frame of each 
pulley furnished with some parachutes, and terminated by a 
board placed obliquely in the stream. The trials on the Nera 
and at Lyons show that the action of the current on all the 
parachutes is the same as on the foremoet one, provided that 
the interval between them is four times their diameter, or 
even with an interval of two diameters if the cables are 
inclined 10' to the current. The specific gravity of the cables 
with parachutes so little exceeds that of water, that they 
readily float under the action of the current, and so they can 
be given a course of from 1300 to 1660 feet. The practical 
diameters of the parachutes range between 2 feet and 6^ feet. 
The cable can work under the ice, it is unafTected by wind 
or waves; and as it is perfectly flexible and can be sent to any 
depth, no impediment is offered to navigation beyond the space 
occupied by the barges. The whole apparatus can be taken up 
in an hour for removal to another part of the river. The first 
cost of the apparatus is small, but the renewal of the cables and 
parachutes forms a heavy chai^, as they are reckoned to have 
a minimum life of only four months. 

The author devised an arrangement of parachutes to utilise 
the power of a river abroad, where the conditions were not 
f&Toui-able to the employinent of turbines or water wheels, and 
where he had to rely on the velocity of flow instead of on the 
head of the river. 



UTILISING THE TIDES. 

The tides afford an enormous source of enei^, but practical 
difficulties prevent their utilieation except to a limited extent. 
Even where the tidal range is large, as in a river like the 
Severn, it must be remembered that to utilise the energy by 
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impounding the water dtiring flood tidea, and by passing it 
through turbines, to produce rotary motion during ebb tides, 
the laige theoretical power that is represented by the differ- 
ence of level would only be available practically for a very 
short period tour times a day. Turbines require a fairly 
constant head, but even by impounding the flood tides in 
more than one receiver, the head would be ever varying with 
springs and neaps, ebb tides and flood tides. Where the 
dam that is required to impound tidal water serves also as a 
roadway to connect the districts on both sides of the creek 
or estuary, the cost of its construction may be justified, when 
it would not be so if it was only made to impound water for 
power purposes. The author some years f^ reconstructed 
an old causeway at Kling, near Southampton Wat«r, and im- 
pounded tidal water which was utilised by a mill there. In 
this case the dam afforded a much-needed means of communi- 
cation between two districts. At Pembroke similar roadways 
exist which impound the tidal water in the upper portions 
of two of the creeks of Milford Haven, tor utilisation by mills 
erected there. 



THE GIRARD-BARK^ HYDEAULIC EAILWAY. 

M. Barr4 has carried to a practical success an idea that 
occupied the attention of M, Girard many years ago, when 
he was perfecting the turbine with which his name will be 
always associated. The project was to construct a vehicle 
with a smooth bottom that would be in contact with a flat 
surface upon which it could slida By directii^ a corrent of 
water under pressure between the two surfaces, the tendency 
will be both to keep them apart and to cause motion in the 
direction of the current by which the vehicle would be 
propelled. A successful illustration of this principle was 
afforded at the Paris Exhibition in 1889, where a tramway 
was shown in operation. The vehicles were supported on 
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slides, restiBg and movii^ on plate rails having a broad, even 
eurfaca A pipe fitted to the slide enabled a current of water 
at 150 lbs. pet square inch to be directed between the two 
surfaces, thus preventing metallic contact by a thin film of 
water. The under sides of the carri^es had bucket racks 
attached to them, like troughs fitted with croae blades, against 
which was directed the current of water from the main, and 
ao caused the propulsion of the carriages. The stream of 
water was controlled by valves, by which the speed could be 
varied, or by shutting off the supply the water-film dis- 
appeared, and the metallic contact between the surfaces of the 
slides and rails provided a braka 

M, Barr^ stated that the water required to propel the train 
waa 8 gallons per ton per mile. The line, which was 500 feet 
in lei^h, having a fall at each end, was traversed by the 
■carriages in half a minute. The mechanical details were 
worked out with great ingenuity, and the system was quite 
■deserving the interest that was taken in it. 



POWEE CO-OPEEATION. 

The concentration at one or more points of the power 
necessary for the supply of water for domestic purposes (in 
the same way as gas and other requirements of daily life are 
produced from central stations) has su^ested the desirability 
of developing at one establiahment the power that is requisite 
to actuate machines at work in an area within reach of 
such centre. The principle has been termed by the author 
" Power Co-operation," and is now well recc^ised, having 
been extensively adopted. The facility with which power 
can now be transmitted to great distances, enables the co- 
operation of many power-consumers to be brought about 
Bramah realised its feasibility in the following characteiistic 
lett«r. which waa written by him to Eobert Mallet in 1802. 
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BelerriDg to the hydraulic press, Bramah wrote: — "I think 
much might be done in Ireland in the press way H the 
■excellence of the principle was but known; I have also now 
Applied it with the most surprising effect to every sort of 
crane for raising and lowering goods in and out of warehouses- 
So complete is the device, that I will eng^e to erect a 
steam-engine in any part of Dublin and from it convey 
motion and power to all the cranes on the quays and else- 
where, by which goods of any we^ht may be raised at one- 
third of the usual cost. This I do by the simple communica- 
tion of a pipe, just the same as I should do to supply each 
premises with water. I have a crane on my own premises 
which astonishes every person to whom it has been shown — 
as they see the goods ascend and descend fifteen or twenty 
times in a minute to the height of 18 or 20 feet, and at the 
same time it is impossible for any person tmacquainted with 
the principle to discover how, or where the power comes from. 
I also show them pumps raising water with huge force, and 
a press squeezing wood, etc., to atoms, and not the smallest 
discovery can be made of the cause. I believe I shall have 
all the cranio of the London wet-dock warehouses to under- 
take, which will be the grandest job perhaps ever done." 

Many years ago the author promoted a Hydraulic I'ower 
Co-operative undertaking in Manchester, and the late Sir W. 
Fairbaim wrote in regard to it as follows : — 

" Tour proposal to erect steam-engines and lay down pipes for 
the purpose of working accumulators for supplying hydraulic 
power to different locahties of the city of Manchester, seems 
to have several advantages over the system now in use in 
the different warehouses where steam is employed. In the 
first place, it would remove steam-engines and boilers from the 
premises, lessen the risk from fire and boiler explosions ; and 
secondly, it would supply the necessary power to work cranes, 
hoists, hydraulic presses, etc, in those dep6t8 on principles of 
increased security." 



Digilizcd by Google 



202 HYDBAULIC POWER AND HYDRAULIC MACHINERY. 



MANCHESTER HYDRAULIC POWER. 

In 1891 the Corporation of Manchester obtained an Act of 
l^rliameut to supply water under pressure for such purposes 
as water-power is applicahle. In 1894 an installation was 
carried out, and has heen in successful operation since. In 
a Corporation report of 1901 the works are thus described: — 

"There are two hydraulic pimiping stations ; one is situated 
in Whitworth Street West, Oxford Street, adjacent to the 
Rochdale Canal, and the other adjacent to an arm of Uie 
same canal in Pott Street, Ancoats. 

"The Whitworth Street West pumping station contains six 
sets of powerful pumping engines, each capable of delivering 
into the mains 230 gallons of power water per minute; five 
latge steam boilers, fitted with mechanical stokers, economisers, 
coal and ash conveyers, etc., of the most approved description. 

" The Pott Street pumping station only contains at presents 
four sets of pumping engines, but provision has been made 
for two additional sets of engines, which will be erected 
when the increasing demand for the supply of power renders 
it necessary. The installation at this station is in other 
respects of the same capacity as that in Whitworth Street 
West. 

"The reservoir of power consists of four large accumulators, 
loaded to a maximum pressure of 1120 Ito. per square inch, 
thus producing the same effect as if large supply tanks were 
placed at an elevation of over 2500 feet above the ground leveL 

" The power water is maintained in the mains at a pressure 
of 1000 lbs. per square inch, and is available day and night,^ 
within the area of supply, all the year round, Sundays and 
holidays included. 

"A momentum valve, loaded to 1200 lbs. per square inch, 
must be fixed on all service pipes exceeding 1 inch internal 
diameter, such valve to be fixed as near as possible to the 
back pressure valve inside the building. 
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" The conBumer will pay the Corporation for the power water 
taken in accordance with the scale of cbai^es hereto annexed, 
a minimum charge being fixed at the rate of 4000 gallons 
per quarter for each machine on the consumer's premiseB ; for 
example : — 

OiUlani per Chugs per 

quuter. qtuTtn. 

£ a. d. 

Minimum for 1 machine 4,000 2 

„ 2 machines 8,000 3 

„ 3 „ 12,000 4 

„ 4 „ 24,000 7 

" The meter rent is charged according to the size of the machine 
required. 

" Power water taken in excess of 300,000 gallons per quarter 
is charged 2a per thousand gallons for the excess quantity 
BO taken ; and in cases where minimum quantities of 500,000 
gallons and upwards per quarter are agreed to be taken, or 
paid for whether taken or not, the following special terms 
will be adopted: — 

lODOKsnirai. 
1. d. 

For a niinimiim of 500,000 gallons per quarter 2 

750,000 „ 1 9 

1,000,000 „ 1 6 

2,000,000 „ 1 4 

3,000,000 „ 1 3 

" Power water taken for motors Eunning on an averse six 
hours per day throughout the quarter, or not less than 460 
hours per quarter, ia charged Is. 6d. per thousand gallons." 



HULL HYDRAULIC POWER. 

Hull was the first town in which an Act of Parliament was 
obtained to lay high-presHure hydraulic mains under the public 
streets tor the supply of water-power on the co-operative 
system, and there the author carried out the first public 
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hydraulic power installation, which was deacribed in a paper 
read at the lostitutioD of Civil Kngineers in 1877 (Robinson 
on the " TraDsmisBioD of Power to Distances"). 

Since that installation was carried out, the system has been 
adopted extensively in many towns, and in a paper by Mr 
Elhngton read before the Institution of Mechanical Ei^neere 
' in 1895 the following summary is given : — 

Existing Htdbadlic Powkbs Works. 
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CENTRIFUGAL PUMPS. 

For raising large quantities of water a small height, a 
" centrifugal pump " (which is practically an inverted turbine) 
is a very suitable form of pump. Appold constructed tlie 
first, and it has been the basis of all subsequent ones. In 
this form of motor it is necessary to bear in mind that the 
greatest efficiency can be only obtained when it is applied 
to work under a constant head. The calculations on which 
the shape and design of the motor are based, show that an 
equally good result canuot be obtained when the head is 
variable. A velocity of about 5 feet per second for the flow 
of the suction and discharge water is generally r^arded as 
that which should be aimed at. The disc friction varies as 
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the square of the diameter, and the lose due to total frictions 
increases as the cube of the velocity. Experiments with 
centrifugal pumps have eBtabliahed an efficiency of about 
50 per cent, in the small pumpa, and about 70 per cent, in 
the lai^ pumps. The shape of the .curved vanes of the fan 
materially affects the results, the best form being that in 
which these are bent backwards. Professor Unwin has shown 
by bis experiments on the " Friction of Disc Botated in Fluid " 
(recorded in the Proceedings of the Iiisiiiution of Civil 
Snffineers) the conditions which require to be observed in 
order to minimise the loss of eEficiency in turbines and 
centrifugal pumps. This loss is largely due to the friction 
of their disc-shaped surfaces in the water surrounding them. 
The lai^r the chamber in which the disc rotates, the greater 
is the friction of the disc, which is attributable to the stilling 
of the eddies by the surface of the stationary chamber. The 
stilled water reacting upon the surface of the disc causes the 
friction of the disc to be dependent, not only on its own 
surface, but also on the surface of the chamber in which it 
rotates. 

An interesting paper was read at the Institution of 
Mechanical Engineers by Dr Stanton in 1903, giving the 
results of experiments on the efficiency of centrifugal pumps 
which he had carried out in the Hydraulic Laboratory of 
University CoU^e, Bristol. 

He truly £ays that it is difficult to account for the well- 
known fact, that although a centrifugal pump is merely a 
turbine reversed, and therefore, theoretically, should have the 
same efficiency as the turbine, yet in practice the efficiency 
of the pump is considerably below that of the turbine, a good 
turbine converting about 80 per cent, of the potential enei^ 
of the water into useful work, whereas the effective work in 
lifting water by centrifugal pumps rarely exceeds 55 per cenL 
of the work put into the shaft. 

Hie explanation of this difference seems to be, that whereas 
the potential energy of the water in the turbine is converted. 
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into kinetic energy with very little loss, in the pump there is 
confliderable waste of enei^ in convertii^ the kinetic eneigy 
of t^e water leaving the wheel into the potential or pressure 
foim, even when the greatest care is taken to avoid shocks 
and sudden enlai-gements. The prejudicial effect of this, loea 
■on the efficiency is clear from the consideration that in a 
radial vaned pump approximately half the work put into the 
fihaft is in the form of the kinetic energy of the water leaving 
the wheel. The following is from Dr Stanton's paper : — 

The methods adopted in pump des^ to make this loss as 
ismall as possible are: — (1) To allow the water leaving the 
wheel to fonn a free spiral vortex in the pump casing, the 
pressure increasing radially outwards accordii^ to the known 
law, until the velocity has fallen to the value obtaining in the 
4)8cha]^ pipe, as first si^ested by Professor James Thomson. 
Althoi^h this method has been much used, there do not seem 
to be any published data of experiments on the efficiency of 
such a free vortex. From a study d the loss of energy in 
streams flowing in diveiging channels the author was led 
to the conclusion that the efficiency of the vortex could not 
be a hi^ one, and this was found to be the case. 

(2) To dischat^ the water leaving the wheel into guide 
passages of gradually increasing area until the velocity is 
sufficiently reduced in value. This is the method used by 
Professor fieynolds in the Mather-Beynolds pump. It is 
-clearly not suitable foi variable discharges unless the area 
of the guide passages can be r^ulated. No results of ex- 
periments on the efficiency of guide passages have been 
published as far as the author is aware. 

(3) To recurve the vanes of the wheel at the outlet in a 
•direction opposite to that of rotation, 8o that the velocity 
of the water leaving the wheel, which is the resultant of the 
velocity relative to the wheel and the velocity in common 
with the wheel, shall be comparatively small, and hence that 
any dissipation of its kinetic enei^ in ahock will not affect 
the efficiency of the pump to an appreciable extent. This 
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was the arrangement adopted by Mr Appold in 1851 in his 
pump, the efficiency of which far exceeded that of the radial 
vaned type, and the theory of which has been fully invest^ated 
by Professor W. Cawthorne Unwin. 

It may be remarked that this reduction of reBultant velocity 
can only be realised in moderately slow-Bpeed pumps. In the 
case of high-speed pumps it will be generally found that the 
velocity which the water has in common with the wheel at 
the outlet is so much greater than the velocity of the water 
relative to the wheel, that the recurving has very little effect 
in reducing the velocity of discharge from the wheel. 

An objection to this method is, that by recurving the vanes of 
the wheel we increase the speed at which the wheel must be 
run to give the same lift, and since the loss of work due to 
friction varies approximately as the cube of the speed, this 
will tend to diminish the gain due to diminished velocity of 
discbai^ The superiority, however, of curved vanes over 
radial vanes, which is undoubted for the case of moderately 
slow-speed wheels, is not so clearly established for the case 
of h^h-epeed wheels, the beet practice on the Continent 
apparently beii^ to revert to the radial vaned type. 

The general conclusions which he arrived at from the results 
of his experiments were as follows :— 

(1) In high-speed wheels, namely, wheels in which the 
velocity of the tips of the vanes exceed 40 feet per second, 
the effect of moderately recurving the vanes at the outlet 
in beneficial (especially when the water is dischai^ed into a 
free vortex), the curvature being such that the velocity of 
flow of water through the wheel is uniform. 

(2) Wheels which discharge the water into guide passages 
give a h^her efficiency than those which dischai^e the water 
into a free vortex, this advantage being more marked in the 
case of wheels with radial vanes than in the other type. 

(3) The number of guide passages should not be less than 
four, and the areas at the inlet should be such that the 
velo(nty of flow into the passes should be equal to the 
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velocity of discbai^ from the wheel, to avoid toeaee from 
Biidden changes of velocity. 

As regards any modification of the existing design of centri- 
fugal pumps, Dr Stanton su^ests that increased efficiency, and 
considerable economy in material and space occupied, would 
result in the adoption of a high-speed pump driven direct 
from the motor, and designed on the principles Itud down 
above. For dealing with very large quantities of water at 
low lift, no doubt the present slow-speed pump driven direct 
from a steam engine has great advant^es, but for supply- 
ing moderate quantities of water at high, or moderately high, 
lifts, the high-speed motor-driven pump is very suitable. When 
the simplicity of construction and small cost of centrifugal 
pumps is considered, it seems remarkable that the use of them 
should be so limited. This is perhaps due to the impression 
which has, till recent years, prevailed, that these pumps were 
useless at other than quite low lifts. Now that their adapta- 
bility and satisfactory working at high lifts is being recognised, 
there seems every reason to suppose that they will come into 
use in many cases where reciprocating pumps have hitherto 
been solely employed. 

As the speed at which a centrifugal pump should be run 
increases approximately as the square of the height of lift, 
the i-evolving wheel has to overrun the flow in that increasing 
degree, whilst the etfect due to impact falls ofT with the in- 
creasing velocity of the wheel. In low lifts the overrunning 
diminishes in the same d^ree, whilst the effect due to impact 
is increased. To meet the difficulties that arise where centri- 
fugal pumps have to be used for high lifts, and in a space 
too limited to allow of a single wheel being constructed large 
enough to give the required velocity, compound pumps have 
been employed, by which both the size of the wheels and 
casing, as well as the speed, have been lessened. 
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COMPOUKD CENTKIFOGAL PUMP. 

An srrangemeat of pump on the above principle has been 
BucceBsfuIly carried out by Mr John Kichards of San Francisco, 
and aa the compounding of centrifugal pumps has not been 
much employed, mention will be made of one that was described 
by him. to the Mechanical Engineers in 1888. 

Plate 60 shows a compound pump with two revolving 
wheels B. The driving shaft is coupled to the pump spindle 
at C, the bottom bearing being at B. A charging pipe P is 
carried down from the surface above, and the pump Is chained 
either by a steam ejector or an air pump, always at the top 
of the pit. The charging is not done by water, as foot valves 
are not employed. The foot of the delivery main M is sur- 
rounded by an air-voEsel A. The water is drawn by suction 
into the top chamber T, whence it passes downwards through 
the two wheels It, and out to the dlschai^ chamber D, through 
the delivery valve Y, and up the rising main M. There are 
live curved vanea to each of the ehrouded wheels, as shown in 
plan by fig. 3. Besides the double inlets SS, there are two 
more inlet orifices in the top cover, at 1 1, shown in plan by 
%. 4, for attachii^ two more suction pipes, hut the tour 
inlets are not often required. The air-vessel A is desirable 
for deep pumps. 

The employment of direct-acting centrifugal pumping ei^ines 
to the salv^e of ships and th^. cargoes has eng^ed the 
attention of Messrs J. and K Gwys;ie fiv-inejpjr years, and their 
"Invincible" plant is largely,^ used. 

Fig. 71 representB a machine of the latest design used in 
salvage work. It has inverted suction and dehvery branches 
IS inches in diameter, and will deliver 1800 tons of water 
per hoar against a head of 30 feet The engine is placed below 
deck, and can be worked by the engineer in charge of the 
propelling engines. The suction main is carried fore and aft 
underneath the deck, with the ends, which swivel, carried 

H 
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through the deck. The pump can draw the whole of its water 
from either end of the main, or part from one end and the 



remainder from the other, the connections being arranged ao 
that the flow can be stopped on one aide and taken in at the 
other. Thus by regulating the valvee the sunken Teasel can be 
raised on an even keeL 
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WATEK WHEELS. 

In coDBidering the application of water to wheels, the 
variatioD of level of the water determinee the character of the 
wheel to be employed. The riae in the stream, and in the 
level of the water for a given width of wheel, ia sometimes 
greater than can be utilised in the open bucket of an overshot 
wheel A variation of level of 2 feet, and a velocity of the 
periphery of the wheel of 5 feet, per second, are the usual 
limits. When the water is received by the wheel below the 
summit (generally between the axis and the lowest point), it 
is called a "Breast WheeL" In this case the supply is 
regulated by an adjustable sluice, over which the water flows 
to vanes on the wheel, which are substituted for bucketa A 
channel of brickwork or stone Burrounds the wheel, and in this 
the vanes mova The water filling this channel acts by its 
weight in turniu^ the wheel The efficiency of an overshot 
or breast wheel sometimes reaches 76 per cent., but a lower 
efficiency of about 65 per cent is a safer estimate, unless the 
wheel is very well deseed and constructed. 

In the ordinary overshot wheel the open buckets of wood 
or iron are shaped so as to prevent the water shooting over 
the wheel. This is also obviated by making the capacity of 
the bucket sufficient to hold about three times the volume of 
water dischai^ing into it. The buckets are placed between 
two shrouds, and the power acting on the wheel is measured 
by the volume of water and the height through which it falls. 
If i^ is the net fall in feet, Q the weight of water per second 
in pounds, then the gross horae-power acting on a wheel 
will be— 

Qf X 60 
33,000 

In the "undershot" water wheel the water acte by its 
momentum at the bottom of the wheel. When small falls of 
6 feet or so, or ra^ad currents, have to be utilised, the under- 
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shot waterwheel, aa perfected by Oeneral Poncelet, is a most 
efficient prime mover. Beyond that fall the wheel has to be 
lai^e and costly to give much power, and a turbine is 
preferable. Even when the undershot waterwheel is working 
under favourable conditions, at least one-hslf of the energy 
due to the fall is lost The water impinging on the floats 
imparts some of its energy to the wheel, but it loses part 
through eddies and breaking up. After it has acted on the 
Seats i^ain, it passes away from under the wheel with a 
velocity at least equal to that of the wheel, all of which 
velocity represents lost energy. About 25 per cent, of loss 
may be attributed to each of thme causes, although in good 
undershot wheels 60 per cent, of efficiency is possible. 

Poncelet adopted the followii^ rules as enabling the best 
results to be obtained: — The water should impinge on the 
curved buckets at the bottom of the wheel at an inclination of 
1 in 10. The diameter of the wheel should be twice tho 
depth of the fall The velocity of the periphery of the wheel 
should be arranged to be S5 per cent, of the velocity due to 
the head, measured to the centre of inlet. The fall and volume 
of water being known, the power of a wheel is determined 
thus, taking 60 per cent, of efficiency : — 

Q " Volume of water in cubio feet per minute. 
HP "■ EfFectiye horse-pover. 
F - Fall in feet. 
630'& = Cubic feet of water per minute falling I foot 
- 530-6 X G2-2 « 33,000 fe.-lbs. per minute 
= 1 hoise-power. 
c = efficiency. 
Then 

^^ " 530-5 



If 



i — 3000 cubic feet per minute. 

P = 4 feet. 

c ■. 60 per cent. — -6. 

a 3000 X 4 X -6 ,o, 

" - — M?rR '^*- 
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In America the "Pelton" waterwheel is reported to have 
an efficiency as high ae 80 per cent., owing to the subBtitution 
of cups for flat floats which are attached to the circumference 
of a wheeL The water ia delivered to the wheel through a 
nozzle of from 1 inch to 2 inches diameter, and the water 
impinging on the wheel and striking the cups in the middle, is 
deflected to both sides equally. The water is thus not broken, 
but spreads and exhausts the whole of its energy in the cup. 
The Felton wheel is in fact an "impulse" turbine, hereafter 
referred ta 

A " Chinese " (or " Scoop ") wheel is simply an overshot 
water wheel with reversed motion, by which water is caught 
np in the buckets of the wheel as it revolves, and is raised 
to a height nearly equivalent to the diameter of the wheel. 
For low lifts of about 10 feet, and for large volumes of water, 
this form of pump haa an efficiency of upwards of SO per cent. 
The diameter is usually from four to five times the he^ht of 
the lift, and the speed of the periphery should be about 8 feet 
per second. This kind of motor is adapted to the draining 
of fen landa In California the Chinese pump ia extensively 
employed for low lifts for irrigation purposes. It consists of 
an endless band (generally a pair of ropes) passing over 
pulleys at the top and bottom of a slope; the bands carry 
a series of wooden floats or croBS-bars fixed to the outer face 
and travelling in an open trough, by which water is raised 
from a stream at a low level and is delivered into carriers 
for distribution at a higher level. For slopes of about 20', and 
for lifts of about 6 feet, this is a very economical method of 
raising water. 

Mr Wilfrid Airy has designed an "Archimedean Screw" 
pump for lifting fluids, which illuetrates the great efficiency 
obtainable from a motor which is designed to avoid loss of 
energy from eddies or shocks in the translation of the fluid. 
A description of this pump was given to the Institution of 
Civil Engineers in 1871. It consists of a rotating cylinder 
having a central core and one or more spiral passages. It 
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works in a frame ftt an angle of 30° to 45° with the homon, 
aud tiie velocity of rotation ia about 3 feet per secoDd, measured 
on the periphery of the cylinder. The lower end is placed in 
the water to be raised, and the upper end is attached to the 
delivery. In the working of a well-constructed Archimedean 
screw pump on this plan, an efficiency as h^ as 85 per cent, 
is obtained. The feature in this motor is that the spiral 
threads are made on tbe "developable" system, or that by 
which a curved surface can be unwrapped, laid flat, and made 
into a plane. 



TUBBINEa 



In the old " Barker's Mill " or " fieaction Wheel," water 
passes downwards through a vertical tube, which forms the 
axis of a horizontal tube, having holes at its extremities 
through which the water issues. This produces a rotative 
action, but it also causes the water to have a rotary velocity 
after leaving the tubes of the reaction machine, which involves 
a loss of power. This attracted the attention of Fourneyron, 
and led to bis inventing the "turbine." By means of guide 
blades fixed in an external case, he gave the water a forward 
motion before it entered the wheel or internal case which 
revolved on the axis of the machina This resulted in the 
water passing out of the machine at right angles to the axis, 
without a backward velocity, thus avoiding the corresponding 
loss of enei^. 

Turbines are classified Into radial, axial, and combined or 
mixed flow. In radial turbines the water passes through the 
wheel in a direction at right angles to the axis of rotation. 
In axial turbines the water passes through the wheels in a 
direction parallel to the axis of rotation. In the other cases 
both the radial and the axial are combined. Some turbines 
work with all the parts under water, and these are called 
" Beaction " turbines, which are the best type for low and 
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varTing tails. Other turbines are conBtructed with the buckets 
only partly filled with water, the rest of the space having air 
in it These are termed " Impulse" turbines, which are not 
suitable for very low or varying falls. In both cases there are 
guide vanes to direct the entry of the water to the buckets 
of the wheel. The machine devised by Foumeyron forms 
essentially the basis of the numerous turbines which have 
been subsequently invented by Jonval, Frofeeeor Thomson, 
Schiele, Girard, and others. In well-constructed turbines the 
loss of eaeigy due to velocity after the water leaves the 
machine varies from 5 to 8 per cent. The loss from skin 
friction depends on the size and form of the machina 

The power of a turbine can be calculated by the method 
given for water wheels " c," varying from '75 to -80. 

A series of experiments by Mr Lehmann on thirty-six 
turbines, varyii^ from 1 to 500 h.-p., led to the following 
estimate of losses : — 



Loup«DeDt.dueto 


AiUinow. 


ODtwwdFlo*. 


InmLTdFlo*. 


Shift friction, .... 

Tot.l, . . . 
Effldeooj, 


12 
3 
8 


14 

7 
S 


10 
6 
2 


18 
0-82 


28 
0-77 


18 
0-82 



Mr Steiger, in a paper read at the Institution of Electrical 
Engineers in 1896, gave the following table of the efficiency of 
water wheels and turbines, with the fall for which they are 
adapted : — 



fWliTeet. 


BfflcleDCToIWkbirWhsol. 


Percent. 


EffldeDejol 

cant. 


Ito 5 

6to 8 

Stole 

IB to 50 
About BO 


1 Ordtnanr nndenhot, 
{ PonoeUt, 

( S^bioD, . . 

Low breast, . 

HighbMMt, . . 

Overshot vfhe«l, . 
PrsMurB engine, . 






2B to SO ) 
S5 to 70 ^ 
66 to 76 1 
30 to 60 
80 to 76 
66t*75 
76 to 86 


70 to 76 

7Sto80 
TBtoSD 

76 to 80 
75 to 80 
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These figures ahow that the smaller the fall is, the greater 
is the gain in power over the old-faehioned water wheels. 
Although the emallest fall which would probably be utilised 
by a turbine is at least 2 feet 6 inches, useful power can be 
obtained with a fall even ot about one foot, if the turbine is 
suitably constructed. 

A higher speed can be obtained on turbines that work 
with low falls, if the upper body of the wheel, which receives 
the water, is made smaller in diameter than was the practice 
in the past, and by increasing the diameter and discharge 
area of the buckets on the lower part of the wheel. 

The Waverley Company of Edinburgh make a type of 
turbine for low falls, which has a very good efficiency. It has 
been found advantageous to work the wheel partly drowned 
when the fall is as low as about 5 feet, the normal tail water 
being level with the inside of the flume containing the 
turbine. In their 36-inch vertical shaft turbine the bottom of 
the wheel is three inches larger than the body of the wheel. 
There are sixteen buckets, the discharging area of which is 725 
square inches. There are eighteen ports 17 inches long, havii^ 
a total area of 631 square inches. This type of wheel works 
with a head of 5 feet, and develops 20 h.'p. Their larger 
types include a horizontal one having a wheel 40 inches in 
diameter, and it develops 100 h.-p. on a 14-feet head, 6 feet 
of which is worked by suction. In this larger form the shaft 
is not extended into the dischai^ bend as in the smaller 
ones, the thrust being taken on a special design of cross, 
fitted in the end of the casing. This l^pe is suitable for falls 
up to 50 to 60 feet For falls above this, and np to 300 feet, 
the form of turbine they adopt haa only one wheel, hut has 
two discharges, one at each side. 

At Schaffhauseu in Switzerland a great hydraulic power 
installation was carried out upwards of thirty years i^, 
when the power of the Rhine was utilised and transmitted, 
at first by wire cables, and more recently by electricity, over 
considerable distances. This was the largest installation in 
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Europe, but is now exceeded by the 9000 h.-p. of Tivoli, more 
recently "harnessed " for transmission to Rome. At Bellegarde, 
a little town in France near the Swiss frontier, a water-power 
installation was carried out on the Bhone, following the 
example of Schaffhausen. Six turbines of 630 h.-p. each, 
working under a head of 46 feet, are employed to pump 
water to the upper level of the town above and to distribute 
power. Zurich, Geneva and other places in Europe and 
elsewhere have utilised water-power, but the largest installa- 
tion in the world is at Niagara, referred to hereafter. 



FOYERS WATER POWER. 

The British Aluminium Company have carried out the 
only installation of water-power of any m^nitude in the 
United Kingdom, by utilising the water derived from the 
river Foyers. The Company obtained the water rights over 
about 100 square milee of country, which forms the gather- 
ing ground supplying the river. The greater part of this 
land is at an elevation of from 600 to 2000 feet above Loch 
Ness, and the water from the whole area passes by lochs and 
rivers and discharges over the Falls of Foyers. By the con- 
struction of dams and embankments, a continuous loch has 
been formed between five and six miles long and aboat half 
a mile in width. The water is conveyed through a tunnel 
8^ feet in diameter cut in the solid rock, to a penstock 
chamber, whence by separate cast iron pipes it is delivered, 
under a head of 350 feet, to turbines at the aluminium 
factory, which is built on a level piece of ground on the shore 
of Loeh Ness. 

The installation consists of seven " impulse " turbines of 
700 h.-p. each, the wheeb of which are 10 feet in diameter, 
attached to vertical sbafte at the upper ends of which are 
dynamos. To develop the full power of the turbine it has 
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to work at a velocity of 140 revolutions per minute. Its 
efficiency is rather more than 75 per cent. The water used by 
each turbine is 1200 cubic feet per minute. The electrical 
energy developed by the dynamos is utilised for the pro- 
duction of aluminium and carbide of calcium by means of 
the electric furnace. 



NIAGARA FALLS. 



In a paper read at the Institution of Civil Engineers in 
1877 the late Lord (then Sir William) Armstrong stated that 
the Falls of Niagara had been estimated by Sir William (then 
Dr) Siemens (who had visited the Falls the previous year) to 
" be capable of yielding as much power as would result from 
the combustion of the entire quantity of coal now raised 
throughout the world, if the whole were applied with aven^ 
economy to the service of steam engines j and it is not im- 
possible that at some future period that mighty cascade may 
to a great extent be subjugated for the production of trans- 
missible power to supply the requirements of a widespread 
manufacturing population. It would be rash to pronounce 
even such an undertaking as this to be too great tor the 
future enterprise of America." 

Lord Armstrong lived to see the accomplishment of this 
undertaking. Casskr's Afagaaine for July 1895 gave a com- 
plete history of these Falls, and a detailed description of the 
work that had been carried out to utilise, or to "harness" 
them, as it has been termed. The late Sir William Siemens 
in his presidential address to the Iron and Steel Institute in 
1877, pointed out how the power obtainable from the Falls 
could be transmitted to distances by electricity, and his antici- 
pations have been fully realised. 

A charter was granted in 1886 to the " Niagara Eiver Hy- 
draulic Power and Sewer Company of Niagara, N.T.," whose 
scheme was to construct a tunnel about 1^ miles long to 
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convey the water back to a district along the shores of the 
upper Xif^ara river, to be used there by millowDers. In 
order to carry out this undertaking the " Cataract Construc- 
tion Company" was formed for the purpose of constructing 
a tunnel which commences at the river above the water 
level below the Falls, and passes under the city of Niagara 
to a large tract of land that has been acquired by the Com- 
pany, near the river bank above the city. The tunnel is 
capable of conveying water representing 100,000 h.-p., or 
about 3^ per cent of the whole flow. The shape of the 
tunnel is that of a horseshoe, 19 feet wide by 21 feet high, 
inside the brickwork which lines it The base of the tunnel, 
at its discharge point below the Falls, is 205 feet below the 
sill of the head gate at the entrance of the main canal from 
the river above the Falls. Of this fall 140 feet will be 
available, the rest being taken up by allowance for clearance 
from the wheel pits, by the fall (of 36 feet per mile) of the 
lateral tunnels leading to the main discharge tunnel 

At the outset the Power Company adopted turbines with 
vertical ^afts, and the same were used by the Niagara Paper 
Company, who utilised part of the power. ConsiderationB of 
economy in r^ard to rock excavation per horse-power de- 
veloped, influenced the design of the turbine with a view to 
having the greatest power for each unit. The Power Com- 
pany, at the outset, adopted 5000 h.-p. for each turbine 
at the central power station, whilst the Paper Company 
adopted ilOO h.-p. for a group of turbines which were of the 
Jonval type, designed and built by R D. Wood & Co. of 
Philadelphia. The turbines of the Power Company were of the 
Foomeyron type, designed by Faesch & Piecard of Geneva, 
and built by the Morris Company of Philadelphia. Two of 
these Foumeyron turbines are placed so that one set is in- 
verted and vertically over the other in order to neutralise 
we^ht on the stop or bearii^. They will discharge 430 cubic 
feet per second, and acting under 136 feet of fall from the 
surface of the upper water to the centre between the upper 
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and lower wheels, they will make 250 reTolutioDS per minute. 
This at 75 per cent efficiency represents 5000 b.-p. The 
gnide-wheel has thirty-six buckets, and the turbine wheel has 
thirty-two, the buckets being thickened in the middle, which 
is the most approved form. The turbine wheels are made of 
bronze, the rim and buckets forming a single casting. The 
shaft is a steel tube 38 inches in diameter, except at points 
where it passes the journal bearings or guides, at which it is 
11 inches in diameter and is solid. 

In 1900 the Power Company ordered from Messrs Escher, 
Wyss & Co. of Zurich a turbine of 5500 L-p, to run at 
250 revolutions per minute, the available head of water 
being from 144 feet to 161 feet. This turbine is of the Francis 
type, with only one wheel of 5*25 feet diameter, consisting of 
a single casting of manganese bronze. Emulation is effected 
by means of an annular case, which is movable in a vertical 
direction between the wheel and the guide vanes by means 
of two vertical rods. The water enters the case through a 
tube 7'44 feet diameter. The pressure upon the bottom foot- 
step of the vertical shaft is relieved by means of water under 
pressure. The r^ulator is of the oil-pressure type with Servo- 
motor. The balancing of the rod acts upon a two-armed lever 
and thence upon the piston of the Servo-motor, which has 
merely to open the turbine, while the closing is effected by 
the balance- weight and the weight of the parts of the 
apparatus. Below the regulator valve there is another valve 
actuated by electricity, and controlled from a switchboard. 
There is also an arrangement of hand-gear regulation which 
can be used if necessary. 

The extent to which the Falls are being already utilised is 
shown by the statement that the avert^e load throughout the 
month of September 1902 was upwards of 47,000 h,-p. Part 
of this is used for industrial purposes, the rest is applied to 
electric street railways, to mechanical power, and to electric 
lighting for a distance of forty miles. The present arrange- 
ments for transmisaion are three-phase current at 22,000 volts. 
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which it is understood will in the new line be taken up to 
40,000" volte, or even 60,000 volts for long-distance lines. 

In Caasier's Magazine for December 1903 the various steps 
which the Company have takeii to utilise the enormous power 
which they had successfully brought into practical use are 
recorded. These may be brie&y described as cousistii^ of 
three power-houses. The first has reached its capacity of 
50,000 h.-p. The second, having a capacity of 55,000 h.-p., is 
approaching its limit. The third, of 110,000 h.-p., is being con- 
structed on the Canada side of the river to operate in conjunc- 
tion with the first two, thus making a total of 215,000 h.-p. 
The turbines for the second power-bouse, Mr Clemens Herschel 
states, have been constructed more up-to-date than those which 
were put down in the first power-house, and are consequently 
more efficient. The turbines (consisting of eleven 5000 h.-p. 
machines) for the second house were built by the J. P. Morris. 
Company of Philadelphia, from designs of Escher, Wyss & Ca 
of Zurich, the power being utilised on the lands of the Niagara 
Falls Power Company, the Union Carbide Company alone- 
taking 15,000 h.-p. The whole of these eleven units are now 
completed. 

The third house is situated in the- Queen Victoria Ni^ra 
Falls Park, about half a mile above the Horseshoe Falls, and 
will supply power in both Canada and the States, when the 
other two installations have reached their capacity for supplying 
power. The water is taken in from the river through a short 
canal, is discharged through penstocks to the turbines, and 
passes away through a tunnel to the river. 

The turbines for this house are to be of a capacity of 10,000 
h.-p., the latest that have as yet been constructed, and there 
will be eleven of them. These lai^ turbines will occupy but 
little more space than those of 5000 h.-p., effecting a great 
reduction in length of wheel pit and power-house for a given 
output. These turbines have been designed, and are being 
constructed, by Escher, Wyss & Co. 
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Barr^, 199. 

Barry Oocka, direct-acting gate 



106. 
Sir J. Wolfe, 100. 



raaohlDeiTi 
Barry, Sir J. 
Bartlett, 154. 
Baaaola bridgea, 99. 
Bataman, 18. 
Baiin, formula for diacharge of water 

BeckftCo!, ISO. 

Bendinepiataa by hydranlic power, 121. 

Berrier-Fontaine hydraulic drill, 126 ; 

hydraulic nianbole ontter, 127. 
Botiant, S, fi. 
Brake, hydraulic, 169 ; for wagon 

drop, SS. 
Bramab, SS, lOfl, 800. 



Brandt rotaiy drill, 128. 

BiVMtwhaela, 311. 

Bridgea, hydraulic power applied to, 

94 ; OTer tha Ouaa at Goole, 96; 

hydimulic power at Forth Bridge, 

99; the Tower, 100. 
British Alutainiam Co., 217. 
Brown, A. B., accumulator, 29. 
Brown, J. C, daposita in pipes, 20. 
Bmnleea, Sir James, 70. 
Buffer atnp, hydraulic, 159. 
But« Docks, movable hydraulic crane, 

87. 



Caie,, Meaara, of Paria, ateel plate preas, 
CS. 

Candy aprinklar, 170. 

Cupatana, hydrRolic, 80. 

(Jaatel, 8, 7. 

Oataract Conatraction Conipany, 210. 

CaDtrifugal puntpa, 204 ; eiperimenta 

on eiflciency of, 205 ; compound, 

209 ; for Borage work, 209. 
Chinese bcoo[i wheel, 21S, 
City and South London Railway lifta, 

72. 
Clark ft Bannet, 80. 
Clark k Stacidfield, dieferautial and 

compensating sccumulatora, 32 ; ateal 



Coaling, cradle, 88. 

Coating pipea, neceasity for, 19. 

Coefficients, of discharue throngb 

orificea, S ; of diacharge over 

weira, 10 ; table of, for flow of water 

in pipes, 17. 
Cohen, 22, 

Compenaating cylinders, 146. 
Cotnpound centrifugal pump, 209. 
Consumption of water by Otu 

eleTator, SO. 
Co-operation, power, 200. 
Copperthwait^ W. C, 154. 
Cost of bydranlic power, 203. 
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Cnb, EUwick g*t«, 102. 

Cndle, oo&liiig, S3. 

CrftUM, 8S ; at Nnrth-Eutern RailwK;, 

80; at Boy«l Italian Araanal, Sfl; 

hydraulic, for storing coal, 87 ; 

moTabla hvdnnlio, 87 i on board 

ship, 94. 
Oitii^ Telocitj in pipMi IS ; 

Otborue ReynoldB on, aO-27. 
Crattvell, 100. 
Currant ocrew mettn, 12. 
CnttcT, manhole, 127. 
Cyolone hjdnnlio baling prasa, 41. 
Cjlindan, formnU Tor cut iron, 89 ; 

compensating, 14S. 



Ds Bor^, 169. 
Deptiiiliydraatio mean, 12. 
DiMppearing gam, 183. 
Dock-Rite machinerj, lOS. 
Drsdgar, Bait's pnmp, 174. 



Eabtoh k AnderMii, 71. 

Butan&Co., IBS. 

EifTsl Tower, new hydraulic lifta for, 

76. 
Elevator, Otis, 83 ; QUagow Harbour, 

68 ; grain, 77. 
EllingtonjoinCrorpTaasnra pipes, 28. 
Ellis, 6. 
Blawick hydraalio er«ne for storing 

coal, 87 ; Sisd ooal hoist, SI ; 

monble hydraulic coal hoiat, 91 



n boud ship*, 94;mtecnib, 

Irsct-acting hydramic slaice 

tDMbine, 104 ; hydraulic slotting 



machine, 107 ; bydraalic engii 

IBS; compound condensing pumping 

engine, 187. 
EiiKlne, Peomll's hydranlic, IBS; 

Blswick pumping, 187. 
Engines, pompuig, ISS ; pnmping for 

mines, 188 ; the WorthingtoD, 140; 

DiTT'a, 148. 
Escher, WjnaJt Co., 320. 
Exearator, hydraDlie, 180. 
Experiments, with accumulator 

(Tweddell), !2 ; with glywrine, to 

prevent freezing in water piprs, I 



K i on flow of water tbrou, 
email tubes (Cohen), 22 ; on t 
Sow of solids, S6 ; on hydraulic n 



fngal pnmpa, SOU ; c 
turbines, 21 B. 
Eytelweiii, S ; formnU for diacbargs of 
water in pipes, IS. 



Faxsoh ft I^ocard, aiS. 
Fairbura, Sir W., 201. 
Foils, Niagara, 218. 
Fawcett, Fr«ston k Co., 41. 
Fielding, John, 118. 
Fielding Je Piatt, 108. 
FUngepreM.Tweddell'shjdnnlic, 124. 
Planger, TweddelFs hydraalle, 128. 
Flow of water throngh »fpM, 18; of 

aolida, IS. 
Forest of Dean Bailway hydraulic 

swine bridge, 94. 
Farranla Tot discharge throash orifleea, 
2 ; Unwiu's, 4 ; Thrupp'a, 4 ; for 
discharge orer wein, 10 ; for trian* 
galar notch, 11; for Telodty of 
water in pipes, IS ; for disobaKe of 
watar in pipes, 16, 19 ; for thick- 
ness of cast iron oyltnden, S9 ; for 
tensile strain on the snrHice of 
preeses, 89 ; for friction of leather 
packing, 48 ; for efficiency of Jet, 
168 ; for orershot water wheel, 311 ; 
for effidenoy of nnderahot water 
wheel, 212. 
Forth Bridge, hydraulic power at, 90. 
Foumeyon, 21G. 
Vcfyen water power, 217. 
Fox, Sir Douglas, 70. 
Frankfort, grain elevaton at, 77. 
FrMiing, praventioD of, in pipes, 85. 
Friction oT disc in Tatat«<l fluid, 20E. 
Frictioual resistance of hydraulic rams. 



Oatxs, hydraulic machinery for open- 
ing and clofllng, 103 ; hydraulic, at 
Barry Docks, lOG. 

Oangiug water by wein, 10; bj 
uotchas, 11. 

Oenard, G4. 

Oirard, U., ISS, aifi. 

Qirard-Barr^ hydnnlic railway, IM. 

Glasgow Hatboor eleTators, SS ; tonnel, 
1^. 

Qoodman, J., 146. 



Digilizcd by Google 



Qoal* Docks, hjdnnlic cosl houta, 
Bl. 

Gradieiit, lifdniultc, 13. 

Grain alefaton, 77. 

Gr«>thMdUftofi]TBubwa;a,7S; shieM, 
16(t; force reqairad to drive shield, 
IBS ; injector hydrknts, 171. 

Qnnnvy, byd™nlic power ipjilied to, 

of, 40; djs- 



les. 

Gnna, st«el 



Haoih, Dr G., modification of fornmla 

for flow in yiptt, 15. 
Rsigli, 1G4. 
H&mil ton-Smith, G, 7. 
Hkodcock, ISA. 
Haodyaide k Co., Hucliuter Ship 

Gui>^ 61. 
Harbour, OlMgow, rlevators, OS. 
Henchel, Clemens, 192. 
Hick, K, 48. 

Hiok, J., eiperimenta with packing, 4S. 
Hoiata, hydraulic, 62. 
Soiat, Waygood k Co. 'a lift and, 

70 ; movable jigser, 82 ; fixed «w), 

61 ; moTible h^mulic, 91. 
Homfray, 100. 
Hooke, formola for tensile strain on 

presMa, se. 

Hnll hydnulic power. 20S. 

Hunter, Charles L., 88. 

Hydranta, Greathead'a itijector, 171. 

Hydmalic mean depth, 12 ; f^ient, 
13 ; rama, packing for, 4fi ; rams, 
fTiotional resistance table, 48 ; conl 
boiatiiiK raaohinM, SS ; coal hoiat 
fixed, 91 ; moTsble coal hoiat, 91 ; 
coal hoists at the Oeole Docks, 91 ; 
awing bridge, 64 ; awing bridge over 
river Tyno, SB ; machinEry for 
dock gates, 102 ; machine for open- 
ing and cloaiiig lock gatea, 103 ; 
bIdIcos at lock gatM, 104 ; gatea at 
Barry Docks, 105 ; slotting machine, 
107 : rivetter (Twsddell's), 108 ; 

Krtablo rivetter. 111; rivetters at 
ndon and North-Westeru Bail way 
Works, 114 ; rivetters, indioator 
diigrams of, at Toulon Dockyard, 
lli ; power, for bending pUtea, 121 ; 
Qanger, 123 ; power for welding 

fipe«, 12G ; rock drill, 12B ; en^e, 
3S i preaaes in the Oreathead shield, 
153 ; bnETer atop, 159 ; recoil preaa, 
164 : power, coat of, 203 ; power, 
HoU, SOS ; powers, waiks ei\sdag, 
204. 



Hydraulic brake, 159. 

capatana, 80. 

eranet, SS ; for storing coal, 87 ; 

movable, 87. 
direct- actitig slnice machine, 104. 
drill, 126. 

EilTel Toym, now lifts for, 76. 
Engineering Co., 76, 86, 17S. 
excavator, 180. 



Canal, G8. 
machinery on board ship, BS. 
PeatMll's engine, 133. 
pile driver, 176. 
pile screwing apparatua, 178. 
power applied to bridges, 94. 
power applied to gnnoary, 16Z 
power at the For£ Bridge, fi9. 
Power Co., London, lose of head 

In mains, 29. 
power, Hancliaater, 202. 
prcaaee, 38 ; hoiata, lifts, 62. 
railway, the Girard-Barri, 199. 
ram, 131. 
stationary rivetter, 118. 



Inrincible plant, 209. 



Jkt, hjdranlic, for pile sinking, 139. 
Jet propolsiiHi, 1S7 ; formola for 

efficiency of, 168. 
Jigger, movable hoist, S3 ; for lifting 

excavated material, 8S. 
Jointa in pipea, 28. 



KatiiiBDT, Profeaaor, aiperimeot* c 

rivetted jointa, 117, 
Kent, George, 102. 
Een^B standard water meter, 189. 
Kraft steel hooped presses, GS. 



La LouvifeBE Canal lift, G8. 

lAngley, Alfred, IGS, ITE. 

LawTord, O. H., flow of water In long 

SLpes, 19. ' 
man, sxperimeuta on tnrbiaM, 
21G. 
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Lifts, Andertoa hydraulic, 4S ; Ia 
Louviere Canal, 68 ; hydraulic, 82 ; 
Mtreey Railir&y, 70 ; at City and 
South Loudon Railtray, 72 ; for 
aubwaya, 75 ; at the Eiffel Tower, 



irnukfort, 77 ; hydraulic 

62. 
Lock gUee, macbinery Tor opening 

and oloaiug, lOS ; alDicei at, for 

removing mnd, 104, 
Lloyd, 186. 
LondoD sod North -Western Railway, 

liftB for, 76. 
Lucaa Sc Aird, 176. 



Machinekv, hydraulic, 



cloBing lock ^t^ ^^^ . 

hydraulic, at Barry Dockii, 105; 

hydraulic slottinKi 107. 
Machtuery stage, 80. 
Mackinley, Major, hydnulic pressure 

for the manufactura of ateel guaa, 

40. 
Hair-Rnmley, on discharge through 

oTJEors, 3, 5, 6. 
UalUt, R., 200. 

Manchester hydraulic power, 202. 
Manch eater Ship Canal swing 

aqueduct, 60, 
Mauhole cutler, 127. 
H'Counochie, B7. 
M«r8ey railway lifta, 70. 
Helen, screw ciitrent, 12 ; Deacon's 

differentiating waste-wsler, 1S4 ; 

Imperial poaitiTe water, ISO ; 

Venturi, 192. 
Metropolitan Dredging Co., 176. 
Hicbvlotti, S. 

Mines, pumping enginea for, 1S8. 
Moncrieff, Colonel, 168. 
Morris Company, 219. 
Movable jigger hoist, 82. 



Neville, P., discharge of water from 

large mains, 18. 
Niagara Falls, 218. 
Noble, Sir Andretr, 162. 
North-Eastern Steel Co., 88. 
Notch, gauging water tty triaagulnr, 

11. 

Oeifioes, ditoharge through Torricelli'a 
discovery, I ; formula for, 2 ; table 
of results of experiments of various 
obtervers, 3 ; table of ooefficienta of 
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discharge from, S ; Prof. Unwin's 
formala for discharfie of, 4 ; 
Thrupp's formula for discharge of, 1 ; 
effect oF temperature on di.scharge 
of, 6 ; effect of the shape of outlet 
on discharge of, 7 ; Ventiiri's 
experiments on, 8 i conoidal, B. 

Otis Elevator, S3, 68. 

Overshot wheel, fonnuU for, 211. 



PeaTBall, H. D., 132. 

PearMll's hydraulic engine, 1S3. 

Pellerin, A., 175. 

Perimeter wetted 12 * of Ziipes 15 

Pfaehler, 135, 

Piggott, Thos., k Co. 125. 



Pile-sinking, hydraulic, jet fur, 169. 

Pipes, flow of water through, 13 ; 
uydrauLic gradient of, 14; formula 
for Telocity of water in, 15 ; formula 
for discharge of nater through, 16, 
IS; flow of water, in lone, 19; 
necessity for coating, 16 ; Toss of 
capaoity dne to uon-coating. 20 ; 
deposits in, 20 ; experiments to show 
efl'ect of sir veaaels on, 26 ; joiata, 
2S ; welding by hydrnulic pon'er. 
125. 

Poiuta, hydraulic power applied to 
railway, 196. 

Prtncelet, 212. 

Positive, Imperial, water meter, 186. 

Power co-operaliou, 200 ; Manchester 
hydraulic, 202 ; Eullliydraulic.208; 
existing works, 20J. 

Power, hydraulic, at Forth Bridg<-, 99 ; 
hydraulic, for bending platrs, 121 : 
hydraulic, for welding pipes, 125; 
hydraulic, applied to gunnery, 182 ; 
hydraulic, applied to railivay points, 
196 ; Foyers water, 217. 

PressBB, hvdraulio, 88 ; forging, 40 ( 
cyclone tiydnia)icbattng,41 ; duplex 
cylinder forging, 44 ; failure ol^ at 
Acderton, 52 ; cast steel, 52 ; teats 
for La Louvielre Canal, 52 ; xteel plate 
press (Call), 53 ; ateel hooped, 53 ; 
Tweddeira hydraulic flange, 124 ; 
hydraulic, in GreMthead shield, 158 : 
hydraulic recnil, 164. 

Pressure rtfmlstor, Schonheyder's, 182. 

PropalsiOD jet, 167. 

IS 
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Pumping eDgiiieti, 136 ; Elewjok 
compound condensiDg, 137 ; the 
Worthiiigton, UO ; for mines, 188 ; 
DsTj'i, 148. 

Pump dredger, B»1I'b, 17*. 

Pompe, centrifugBl, 204 ; comiwand 
centrifugal, 20U. 

Railway bridge over the Odm at 

Goole, 96. 
Bailway, Mersey, lifts, 70 ; City «nd 

Sontli London, lifts, 72 ; London and 

North-Wesiera, lifU, 76. 
RAilway points, hydraulic power 

■pplied to, 198 J the Uitttrd-B«n^ 

hydraulic, 188. 
Ram hydraulic, 181. 
Rams, hydraulic, packing for, 46. 
Banking, formula for jet efficiency, 

168. 
Recorder, the, 19S. 
Regolator, Sahonheyder's pressure, 183. 
Bendel, G. W., 162. 
Rennie, S. 

Reynolda, O., on critical velocity, 20. 
Rioh, 71. 
Richards, J., 209. 
Riretter, TweJdell's hydraulic filed, 

108 ; TwaddeH'e porUble, 111 ; 

indicator diagrams of, at Toulon 

Dockyard, 114 ; hydraulic stationary 

for nuriue boilers, 118 ; Fielding 

hinged typfl, 119. 
Rivetted joints, experiments on, 117. 
Roman, 187. 
Royal Albert Docks, injector hydrants 

for, 171. 

St Gothabd Tdnnbl, rotary drill at, 

128. 
Salvage work, machine for, 209. 
SaxbyA Fanner, 186. 
Schiele, 216. 

Schbnbeyder's pressnre regulator, 183. 
Screw current meters, 12 ; Archime- 
dean, for raising water, 213. 
Screwing apparatus, hydraulic pile, 

178. 
Shantun, T. E., loss of head in closed 

chsnaels, 18. 
Shield, the Qr«athead, ISO ; hydraalic 

presses in the, 163 ; force required 

to drive, 168. 
Ship, hydraulic machinery on board, 

02 ; cranes on board, B4. 
Shop tools, lOS. 
Siemens, Sir A., 218. 
Simplon tuuuel hydraulic rock drill, 

129. 
Simpson, J., discharge through orifices. 



SimpMinft Co., 141. 
Simson It Wilson, 68. 
Sluices, at entrance to locks, 104 ; 

direct-acting hj'draulio machine, 

104. 
Solids, the flow of, 36 ; experiments 

on the flow of, 36. 
Sprinkler, Candy, 170. 
Stage machinery, 30. 
Staines reeervoin, Ventnri meters at, 

193. 
Sundard water meter, Kent's, 189. 
Stanton, 20n. 
Stackel, 6. 
Steiger, 21G. 

Stfip, hydranlio buffer, 169. 
Stream, velocity of, 12. 
Subways, lifts for, 73. 
SuUer Bros., 129. 
Swing bridge over river Savem, 94 ; 

hydraulic, 96 ; over river Tjne, 

98. 



Tbhpbratukb, effect of, on discharge 
of orifices, 6. 

Terre Noire St«el Co. cast steel preea, 
52. 

The Recorder, 183. 

Thomson, Prof,, 216. 

Thorneycroft, 167. 

Thorpe, 89. 

Thrupp, formula for discharge of 
orihcee, 4. 

Tides, utilisins the, 188. 

Tommssi and fieurtvis^, 67. 

Tools, shop, 106. 

Toulon Dockyard, hydraulic rivetters 
at, 114. 

Tower Bridffe, 100, 

Traversers, nvdtaulic, 81. 

Treses, 36, 

Turbiuea,' 214 ; eiperiments on losses 
in, 215 ; table of effidoncy of, 216 ; 
at Niiigaii, 219. 

Tweddeirs aucnmnlator, 29 ; experi- 
ments with accnninlator, 32 ; by- 
droullc rivetters, 108 ; portable by- 
draulio rivetter, 111 ; hydranUc 
bailer plate bending machine, 121 ; 
hydraulic Banger, 123 ; hydraulic 
flanging press, 124. 



)r wheel, formula for, 



Unwin, Prof., formula for discbarge of 
orifice!!, 4 ; indicator diagrams of 
hydraulic rivetters, 116 ; frictioi of 
disc rotated in fluid, 20B. 

Utilising the tides, 19S. 
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